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PBEPACE. 



The attention that electricity now commands^ by its intimate relations 
with the other physical sciences and by the important objects to which 
it is applied, makes it particularly desirable that the student of natural 
philosophy should have the means of attaining, in a compendious form, a 
knowledge of the progress of electric science to the present day, and of 
comprehending its varied phenomena, and the applications of which it has 
been found capable. With this object in yiew, the author has endeavoured 
to set forth clearly, yet concisely, the prominent points in the history of 
electricity, and to notice and explain all those phenomena which indicate 
any special attribute of that peculiar force. 

In attempting to comprise all that is important to be known of the 
history, the phenomena, and the applications of electricity within a single 
volume, there is considerable risk of producing a mere chronological record 
and an explanatory catalogue rather than an interesting treatise. When, 
indeed, it is considered that Priestley's History of JSkctridty occupies a 
thick quarto volume — ^though written before the most important sources 
of electric force had been revealed by Galvani and Volta, by (Ersted, See- 
beck, Faraday, and Armstrong — ^it might be supposed that a history which 
includes those discoveries, and is contained within forty pages, must be 
only a barren sketch. To afford space for circumstantial illustration and 
explanatory remarks, attention has been concentrated on the characteristic 
facts, by the adoption of which course it is hoped that the historical notice 
of the advancement of electric science will be found interesting as well as 
instructive. 

As a mere statement of effects would have proved unsatisfactory with- 
out an explanation of the causes that produce them, such explanations 
have been given as appeared to the author to afford thft ^iRajt^^Ssisasgpis. 
into the nature of electrical action. 1\io\i^ ^<& ^tw^J^&c^jn^ KSas^r^ ^ 
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the excitement of frictional electricity has been generally adopted, because 
it is the most simple, and voltaic action has been attributed to chemical 
agency, theoretical discussions have been avoided as much as possible, 
lest they might tend to obscure rather than to throw light on the causes 
of electrical phenomena. In some few instances views have been taken of 
the action of electric force different from those commonly entertained ; but 
in such cases the reasons for the departure &om received opinions have 
been folly stated. 

The author is not aware that the many varied inventions for the appli- 
cation of electric power to the uses of man have been previously described 
collectively. In noticing them, prominence has been given to those objects 
that are of the greatest importance ; it having been considered sufficient 
in appliances of less consequence merely to indicate the mode of operation, 
and to explain the principles of their action. 

By dividing the consideration of electric science into its history, phe- 
nomena,, and applications, some repetitions have almost unavoidably oc- 
curred, in order to make each part complete in itself. It is conceived, 
however, that the advantages attending such an arrangement, by affording 
a clearer conception of each branch of the subject, more than counter- 
balance the inconvenience of occasionally gping, for a short distance, over 
the same groimd. 



Hatekstock Terrace, Hampstsad, 
June 1853. 
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PART I. 

THE HISTORY OP ELECTRICITY, 



CHAPTER L 

Pint discovery of electric attraction — Dr. Gilbert's additions to known electrics — Curi- 
ous fallacies of early electricians — Invention of the electrical machine — Discovery of 
electric light and repulsion— Identity of electricity and lightning suggested — Dis- 
tinction between conducting and non-conducting bodies discovered — The two kinds 
of electricity discovered by Du Fay — Sparks from the human body — Improvements 
!n electrical machines — Igniting power ^of the electric spark — The Leyden jar — 
Extraordinary alarm at the electric shock — Exaggerated descriptions of its effects^ 
Electrical batteries — Dangerous shocks given with them — Conducting power of the 
earth ascertained — Dr. Franklin's theory of electricity. 

There requires no deep research in the pages of antiquity to trace the rise 
and progress of the science of electricity. It sprang into being in com- 
paratively recent times ; and after the first halting-stages of its existence 
were surmounted, it advanced from infancy to manhood with the rapidity 
of its own lightning spark; and though not yet arrived at maturity, it has 
attained a degree of importance scarcely to be equalled by any of the phy- 
sical sciences. 

Some of the ordinary phenomena of electricity, indeed, attracted ob- 
servation from the earliest periods. Not to mention lightning and its 
accompanying thunder, the excitement of sparks by the rubbing of furs 
must have been noticed, and wondered at, by the nomad tribes who first 
inhabited the earth. The earliest recorded observation of electrical phe- 
nomena, however, occurs 600 years before the Christian era. About that 
time, it is stated that Thales of Miletus, one of the seven sages of Greece, 
remarked that amber, when rubbed, attracted light bodies to its surface. 
This seems to have been the extent of his observations ; but the fact af- 
forded ample matter for speculation. He conceived that amber must 
possess some inherent living principle, called into action by friction, and 
that when thus excited it emitted an invisible effluvium, constantly return-* 
ing to itself, and bringing back with it those substances 'vbxsk ^^^.\^^\» 
^00 heavy to resist its adhesive force. T!\xe uwA. i^cot^^^ u^^<» ^'^ ^^^ 

B 
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trical attraction is given by Theophrastus, 300 years afterwards. He 
remarked that the crystal called by him lyricuriumh, supposed to be 
tourmalin, attracted light bodies to its surface. 

The shock given by the torpedo is mentioned by Pliny ; but that phe- 
nomenon was not, until the middle of the last century, imagined to have 
any connection with the attractive properties of amber and tourmalin. 
Some very remarkable facts are also mentioned by Eustathius, who lived 
in the fifth century of the Christian era. He states that a freedman of 
Tiberius was cured of the gout by the shock of the torpedo ; the first 
known instance of the application of electricity to medical purposes, and, 
if authentic, much more successful than its application in modern times. 
Eustathius further relates, that Wolimer, king of the Goths, was able to 
emit sparks fi-om his body ; and that a certain philosopher, whilst dress- 
ing and undressing, emitted flashes of light. 

There is a void of nearly 1200 years ere we find any other distinct 
notice of electrical phenomena. The subject must, however, have attracted 
attention ; for at the beginning of the seventeenth century a book by Dr. 
Gilbert was published, entitled De Magnete, in which many other sub- 
stances besides amber and tourmalin are mentioned as having the property 
of attracting light bodies when rubbed; but as amber was the substance 
first noticed to possess that property, its Greek term dectron had pre- 
cedence in giving a name to the infant science of electricity. 

When we consider that previously to the announcement of Dr. Gil- 
bert's discoyeries, the only known electrics were amber, tourmalin, and jet, 
the accessions he made to the number must be regarded as an important 
firgt step in the progress of electricity. He added at least twenty to the 
list of electrics, including most of* the precious stones, glass, sulphur, 
9eaUng-wax, and resin ; and he determined that those substances, when 
rubbed under favourable circumstances, attract not only light floating 
bodies, but all solid matters whatever, including metals, water, and oil. 
He observed also that the conditions most favourable to the excitement 
of the attractive power ave, a dry state of the atmosphere, and a brisk and 
ligkt friction ; whilst moist air and a southerly wind he found to be most 
prejudicial to the production of electrical effects. 

The deductions of Dr. Gilbert from his experiments were in many in- 
si^ces curiously &Uaciou^. In pointing out, for instance, the distinction 
between magnetic and electric attraction, he afiirmed that though magnetic 
bodies rushed together mutually, it was only the excited electric that 
exerted saij power on the bodies attracted ; and he noticed as a special 
distinction between magnetism and electricity, that the former repelled as 
well as attracted, whilst the latter only attracted. 

After the discoveries and investigations of this father of electrio 
science, there was a lapse of about sixty years with scarcely any progress. 
tit. Boyle is the next person whose investigations are worth mention. 
Though he repeated and confirmed former experiments, and devoted much 
time to the subject, he did little more than add some few to the number 
of electrics. This philosopher has, indeed, the reputation of being the first 
who discerned the electric light ; but his notice of it was so indistinct that 
lie can scarcely be said to be the discoverer of the luminous property of 
•lectricity. 
- Mr. Bq^'g iheory of electidcal attraetknai was simikr to ti&at of Thaies; 
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Irithont, howeyer, attempting to assign a cause for the active principle.' 
He coBceiyed that the excited electric emitted a glutinous effluyium wiajA 
laid hold of small bodies in its progress^ and on its return to the electric 
carried them with it. This tiieory was advocated by other electricians at 
the time, and experiments were made, and are recorded in the PhUosophi' 
■col Tranmctions, whi(^ w&ce considered to prove the emission of glutinous 
particles. 

The most important advances in the science at this time were made 
by Otto Guericke, burgomaster of Madgeburgh, the inventor of the air- 
pump, who was contemporary with Mr. Boyle. 

The apparatus with which ^ectricians had experimented till near th^ 
end of the seventeenth century was of the most simple kind. A rod or 
flat surface of glass, resin, or sulphur, rubbed with the hand or with a 
pieoe of woollen, was their best means of exciting electricity ; it may 
therefore be supposed that the quantity at any time under observation 
was very small. Otto Guericke constructed the first electrical machine. 
It consisted of a sulphur globe, whirled round on an axis, whilst he held 
ius hand to it to serve as a rubber. Sulphur, it may be remarked, was a 
favourite electric with early experimenters, as it was imagined that elec- 
tricity was emitted with tiie sulphurous efflurium produced by the fric- 
tion. In the construction of M. Otto Guericke*s electrical machine, Ibf 
^example, he cast the sulphur in a glass globe, and then broke the glass — 
which would have served the purpose better — in order to expose fiie sul- 
phur to the action of the rubber. With this machine, rude as it was, 
Otto Gueri^e excited much greater quantities of electricity than had 
previously been produced; and he was thus enabled not only to see 
flashes of light, but to hear the snapping noise of the electric spark. 

It may seem extraordinary that the most commonly observed pheno- 
menon of electricity had not been before noticed as a property pertaining 
to electrical bodies. It should be borne in mind, however, that furs and 
fiilks, from the friction of which sparks are so frequently emitted, had not 
been classed as electrics, and the only property of electricity then known 
was that of attraction. It was not likely, therefore, until the two pheno- 
mena of attraction and ihe emission of fight were observed combined in 
the same substance, that the excitement of sparks by friction should be 
considered due to electricity. 

On Otto Guericke must also be conferred the honour of having disco- 
vered the property of electric repulsion. He ascertained that a feather, 
when attracted to an excited electric, after adhering to it for a short time, 
is repelled from the surface, and that it will not again approach until it 
has touched some other body to which it can part vrith the electricity it 
contains. He observed, also, that a feather when thus repelled by an ex- 
cited dectric, always keeps the same side presented towards it. As there 
was a correspondence between this fact and the position of the moon 
.towards the earth, it was assumed that the revolution of the moon round 
the earth might be caused by electrical attraction and repulsion. 

The discoveries of Sir Isaac Newton, shortly afterwards, dispelled this 
notion, and so far engaged the attention of scientific inquirers, that elec- 
tricity for a time remained in abeyance. Newton had, mdo^^^ ^<^^ ^ 
passing attention to eleotrieal phenomena, Wt t\i& ot^-^ ^^\a.q\n.is^«^'^ 
him to the facta before collected was, iha^ ^teetenc tAXxwdaso. «ft.^ t«^iM»«»- 
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penetrate through glass. He made known, for instance, that when a plate 
of glass is excited on one side, the other dde also becomes electricaL 

About the same time that Otto Guericke obtained decisive evidence of 
the luminous properties of electricity, the fietct was made more strikingly 
manifest by Dr. Wall, who operated vnih a stick of amber of large dimen- 
sions. He used a piece of woollen doth for a rubber, and appears to have 
been remarkably successful in eliciting by that means a greater amount 
of electricity than had been excited even idih the sulphur-globe of Otto 
Guericke. 

The first idea of resemblance between electrical phenomena and thunder 
and lightning was suggested to Dr. Wall by the apparently remote analogy 
of the crackling sounds and sparks ; and the fact deserves to be recorded 
in his own words : " From the friction of the amber," he observes, " a pro- 
digious number of little cracklings were heard, and every one of t^ese 
produced a little flash of light. And what to me is veiy surprising, upon 
its eruption it strikes the finger veiy sensibly, wheresoever applied, with a 
push or a puff like wind. The crackling is full as loud as charcoal on fire; 
and five or six cracklings or more, according to the quickness of placing 
the finger, have been produced from one single friction, light always suc- 
ceeding each of them. This light cmd cradding seems in some degree to 
represent thunder and lightning" 

Little further progress was made for nearly forty years. During that 
interval, the accumulation of facts and improvements in the apparatus 
were slow aud insignificant. As yet, experimenters had worked without 
any system, and ¥rithout in the least comprehending the principles on which 
the effects they produced depended. It was not until 1729 — nearly 130 
years after the first book on the science had been published — that the 
distinction between conductors and non-conductors of electricity was dis- . 
covered. This important fact was accidentally ascertained by Mr. Stephen 
Grey, whilst attempting to communicate electricity to a line suspended by 
threads. His first experiments were unsuccessful, because he suspended 
the line by threads that conducted the electricity from it nearly as quickly 
as it entered. It was then suggested by Mr. WTieeler, who assisted at the 
experiment, that the cause of the escape of the electricity was the thickness 
of the packthread employed, and he recommended that silken threads 
should be tried, because being much thinner, it was supposed the electric 
fluid would not be able to flow through it so readily. Accordingly the silk 
thread was tried, and with great success. 

So little were the experimenters aware that the difference in the effects 
was caused by the different conducting properties of the substances em- 
ployed, and so impressed were they with the notion that success with 
the silk suspenders was entirely owing to their superior fineness, that they 
endeavoured to obtain still better results by suspending the line on very 
fine vnres. The total failure of the experiment in this case induced them 
at length to consider that there must be a difference in the conducting 
properties of the substances employed. 

The attention of electricians having been thus directed to this subject, 
light was gradually, though still feebly, thrown on the causes of success and 
&ilure in their experiments under different circumstances. Lists of con- 
ducting and of non-conducting substances were made, when it was found 
.ibatghaSf resin, and all bodies known as electrics, were bad conductors of 
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electricity, and that those in which eleckicity could not be excited were 
conductors. In the conducting and non-conducting properties of these 
Bubstances great difference was soon detected; glass and resin being the 
worst, and metals the best conductors. 

Nearly contemporaneously with the discovery of the different conduct- 
ing properties of electrics and non-electrics was the announcement that 
M. Du Fay, intendant of the French king^s gardens, had detected the 
existence of two distinct kinds of electricity. This, like aU the other dis- 
coveries hitherto made, originated from accidental circumstances. A piece 
of gold-leaf having been repelled from an excited glass rod, M. Du Fay 
pursued it with an excited rod of seaUng-waac, expecting that the gold-leaf 
would be equally repelled by that electric ; but he was astonished to see it, 
on the contrary, attracted to the wax. On repeating the experiment he 
found the same result invariably to follow : the gold-leaf when repelled 
from glass was attracted by resin ; and when repelled from the latter 
was attracted by glass. Hence M. Du Fay assumed that the electricity 
excited by d»e tL'substances was of different kinds; and as one was j>rl 
duced from glass, the other from resin, he distinguished them by the 
names vitreotis and resmous electricity. 

It is a curious fact that M. Du Fay, the discoverer of this important 
property of electricity, afterwards repudiated his own discovery. Subse- 
quent experiments and consideration induced him to depart from the truth 
he had developed, and to imagine that the effects observed arose entirely 
from difference in the degrees of force excited by different electrics ; the 
more powerful attraction of the one overcoming the feeble repulsion of the 
other. It is difficult to conceive how he could have thus retrograded from 
the position he had established; for supposing the gold-leaf when repelled 
from the excited glass to have been attracted to the resin by superior 
electrical force, this superiority of force could not have yielded to the 
weaker attraction of the glass ; yet the mutual interchange of attractive 
and repellent power must have been frequently noticed. Other investi- 
gators, however, confirmed the fact he had discovered and thus singularly 
renounced ; and the original termd "vitreous" and "resinous" electricity 
continue to be retained by a majority of electricians. 

One of the experiments devised about this period, which excited great 
astonishment, and tended to direct the attention of philosophic inquirers 
to the subject of electricity, was the development of sparks from the 
human body. Mr. Grey suspended a boy horizontally with hair lines, and 
communicated electricity to him by means of an excited glass tube, when 
sparks were then drawn from all parts of the boy's body. This phe- 
nomenon, depending simply on the fact that the bodies of animals are 
conductors of electricity in consequence of the fluids they contain, was 
conceived to be owing, in some mysterious manner, to a connexion between 
the electric effluvium, as it was called, and the vital principle. M. Du Fay 
suspended himself in a similar manner for the purpose of experiencing the 
sensation, and the experiment soon afterwards became the most popular 
in the range of electrical phenomena, when the more convenient mode 
of insulation by standing on a cake of resin, or on a glass stool; was 
introduced. 

About the middle of the 18th century, t\v^ mNe^%\A^^3iftw ^1 ^^i^^Scr^Rs^ 
phenomena waa undertaken by several Bcieii\»\&<^ mojoaxet^ Ssjl ^^scsaKs:^* 
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M. Boise, Professor of Fhiloaophy at Wittemburg, made considerable im-v 
proyement in the mode of exciting electricitj, by liie addition of metal' 
QOOduetorB to the revolving glass globes of his machines. In the first 
instance his conductor was held by a man, insidated by standing on a 
cake oi resin ; but he shortly afterwards adopted the more convenient 
method of supporting the conductor by means of silk cords; and to faci- 
litate the passage of the electricity from the excited globe, he added a 
number of linen strings to the conductor, which served the purpose,- 
though very imperfectly, of the metal points subsequently used. M. Boze 
and other experimenters adopted the plan of increasing the quantity of 
dectricity excited, by bringing several globes into action at the same time, 
and concentrating their power in one conductor. With these instrument* 
they are represented to have produced effects which seem incredible with 
i^eh imperfect apparatus, and the accounts must be considered to be 
greatly exaggerated. It is stated, for instance, that by sparks from these 
electrical machines blood was drawn from the finger; that they produced 
a sensible shock extending from the head to the feet; and that they were 
ffofSciently powerful to kill small birds. Even with the improved electrical 
apparatus of the present day, with the addition of metal points and amal-. 
gamated rubbers, at that time unknown, nothing approaching these effects 
can be produced by the largest machines. 

Of the experiments performed by the continental philosophers at this 
period, none excited so much general interest as the setting on fire of in- 
flammable substances. This was first accomplished by Dr. Ludolph, of 
Berlin; and the experiment was quickly repeated and improved on in dif- 
ferent parts of Europe. The inflammation of spirits of wine, of phos* 
I^horus, and even of gunpowder, by an electric spark emitted from the 
finger of a person insulated by standing on resin, was considered so ex- 
traordinary, that it not only drew the attention of more men of science 
to this branch of natural philosophy, but the exhibition of these and other 
electrical wonders became a very popular public entertainment. 

Quickly following the development of the igniting powers of the electric 
spark was the discovery of the Leyden phial, the most astonishing of any 
of electrical phenomena then made known, and which opened an entirely; 
ilew field for scientific investigation. 

For the honour of being the original discoverer of the Leyden phiaL 
there were several claimants ; as is generally the case with important dis- 
(knreries and inventions. It is conmionly attributed to M. Cuneus of 
Leyden, at the beginning of the year 1746, and was, like all antecedent 
discoveries, the effect of accident, so far, at least, as he was concerned. 
It occurred to him whilst repeating a well-devised experiment of Professor 
MuBchenbroeck for collecting and confining the " electric efiluvium." The. 
professor conceived, if he could impart electricity to a conducting substance 
entirely surrounded by non-conductors, thai it would be thereby prevented 
firom being dissipated, and the force might be concentrated. The most 
convenient form of trjdng the experiment appeared to be to electrify 
water contained in a glass bottle, connection with the conductor of the 
machine being established by an iron nail passing through the cork into 
the water. The experiment, however, was not attended with any result*. 
tb Professor Muschenbroeck. The object he contemplated was, indeed, 
aqpampliahed, but the accumulation of electmity iix the phial was not; 
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Isaiiifefied, owing te tlie want of a oondncting surfiAce on the omtliiAft Iff 
wliich it could be conomtrated. M. OimeiM, in repeating ihe experimettt^ 
liappened to gnuip the bottle with his haxkd, which thoA served for Ih^ 
requisite conducting sar£ftce onteide the glass, and when with the other 
hand he endeavonred to disengage the nail from the condnctor of the 
teadune, he was startled by receiving a smart etaw^ through his arms. 
JPirofessor Musc^enbrcBck then renewed the experiment^ with t^ advantage 
#f the experience of M. Cuneus, and with equal succiess. In these expe^ 
rimentswitii ihe Leyden phial, tsnd for a considerable time afterwards, the 
bottle was always grasped by the hand, the cause of its producing Hie 
effect not being imderstood. 

( Thot^h M. Cuneus acquired the reputation of being the discov^^r of 
the Leyden phial, the claim of M. Yon Kleist, dean of the Cathedral of 
Camin, to be the first discoverer, rests on strong ground. It is stated 
thai he sent an account of the discovery to Dr. Leiberkuhn of Berlin, on 
Ihe 4th November, 1745. This account, communicated to the Academy 
of Berlin, and entered among their proceedings, is to the following effect X 
** When a nail or a piece of thick brass wire is put into a small apothe* 
isearfn phiid and electrified, remarkable effects follow ; but the phial must 
he very dry or warm. I commonly rub it over beforehand with a finger 
on which I put some pounded chalk. If a little mercury, or a few dropi 
of spirit of wine be put into it, the experiment succeeds the better. AM ' 
soon as this phial and nail are removed from the electrifying glass, or the 
prime conductor to which it has been exposed is taken away, it throws 
out a pencil of flame so strong, that with this burning instrument in my 
lumd I have taken above sixty steps in walking about my room. When 
it is electrified strongly, I can take it into another room, and there fire 
spirits of wine with it. If, whilst it is electrifying, I put my finger, or a 
piece of gold which I hold in my hand, to the nail, I receive a shock which 
stuns my arms and shoulders. A tin tube, or a man, placed upon electric^ 
is electrified much more strongly by this means than in the common way* 
When I present this phial and nail to a tin tube which I have, fifteen fe«t 
l<mg, nothing but experiAttoe can make a person believe how strongly it is 
electrified. Two tiiin glasses have been broken by the shock. It appears 
to me very extraordinary that when this phial and nail are in contact with 
either conducting or non^'Conducting matter, the strong shock does not 
follow. I have cemented it to wood, glass, sealing-wax, metal, &c., which 
I "have eleC^fied without any great effect. The human body, therefore, 
must contribute something to it. This opinion is confirmed by observing 
that unless I hold the phial in my hand, I cannot fire spirits of wine 
with it." 

The foregoing account of M. Yon lUeist's experiments clearly shews 
that he had stumbled on the same discovery as M. Cuneus; and the date 
is previous to the experiment of the latter. It appears, however, that 
the dean was not aware of the fall importance of grasping the bottle 
during the experiment, and his description was so vague, that several 
philosophers to whom he communicated the discovery were unsuccessfrd 
in their attempts to repeat the experiments. 

The physiological effects of the Leyden phial were those thsi^ ^is^socnS^ 
excited most attention in the first instance *, wa.^ \)laft %R«Q»\a^ ^^^^tlL. 
fome irf the early ezperiinenterB o! tte «en»ej&cni dl ^Safc ^»^x«^ ifioa*^ 
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exhibit curious illustrations of the exaggeration caused by the terror of 
this novel agitation of the nervous system. The small and inefficient ap- 
paratus experimented with could have produced only very feeble shocks^ 
yet the effects are represented to have been little less than those of a flash 
of lightning. These exaggerations are the more remarkable, when it is 
borne in mind that they proceeded from eminent philosophers accustomed 
calmly to investigate physical phenomena. M. Muschenbroeck, for exam- 
ple, says in a letter to M. Beaumur, that he felt himself struck in his arms^ 
shoulders, and breast, so that he lost his breath, and was two days before 
he recovered from the effects of the blow and the terror. He adds, that 
he " would not take another shock for the whole kingdom of France." 

M. AUamand, a fellow-professor with M. Muschenbroeck, and who 
assisted in the experiments which led to the discovery, stated that he lost 
his breath for some moments after taking the first shock ; and that he felt 
so intense a pain along his right arm, that he apprehended serious conse- 
quences from it. Another distinguished electrician, Professor Winckler 
of Leipsic, said that the first time he tried the experiment his body was 
greatly convulsed, and that it put his blood into such violent agitation 
tiiat he was apprehensive of an ardent fever, and was obliged to take re- 
frigerating medicines. He also felt great heaviness in his head, as if a 
stone were laid upon it. On two other occasions he said the shock made 
his nose bleed, to which he had not been previously disposed. 

The astonishing effects of the electric shock were calcidated to draw 
public attention to the subject of electricity more than any previous dis- 
covery. Every one was anxious to see the effects and to experience the 
new sensation, notwithstanding the terrible accounts given of it. Travel- 
ling showmen with their Ley den phials and electrical machines were to 
be seen in all parts of Europe, who found profitable employment in exhi- 
biting that and other striking electrical phenomena. Nor were philoso- 
phers idle in the new field of inquiry which this discovery opened to their 
investigation. The properties of the Leyden phial were closely examined ; 
the conditions requisite to the development of the phenomena were better 
understood ; and many ingenious, though fallacious, theories were devised 
for their explanation. The construction of the apparatus was improved 
by the addition of an outside metallic coating, and jars were substituted 
for bottles, by which means a metallic lining could be applied also to the 
inside of the glass. 

Many interesting experiments exemplified still more strongly the 
powerful and rapid action of electricity. The shock was communicated 
at the same instant through one hundred and eighty of the French guards, 
in the presence of the King of France, by joining their hands in a con- 
nected chain ; the soldier at one end touching the outside of the jar, and 
the man at the other end touching the wire connected with the inside 
coating. 

By combining several jars together to form an electrical battery, the 
force was greatly accumulated ; so as to set fire to all kinds of inflamma- 
ble substances, to melt fine wires and gold and silver leaf, and to kill 
small animals. 

Though the feeble shocks of the small phials employed in the early 

Btagea of the discovery created such a state of nervous apprehensi6n, 

MDd produced, aa we are told, such distreBBVng eSfec^a, -^^^i -mthin. a 
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few years of that period we find electricians receiving shocks of reallj 
formidable power with remarkable stoicism, and giving similar charges 
to others, in a manner that would now be considered Hghly dangerous. 
Dr. Franklin, the American philosopher, for instance, experimented with 
glass jars containing six gallons each ; and whilst trying the destructive 
power of the electric shock on some fowls, he inadvertently received the 
full charge of two of these very large jars through his arms and body* 
The effects, as he describes, were " siSficiently severe ;" yet the daring pH- 
losopher merely mentions them as shewing that a man can bear without 
much detriment a shock greater than he had imagined. He said that on 
receiving the shock, it seemed like a universal blow through the body 
from head to foot, and was followed by a violent quick trembling in the 
trunk, which went off gradually in a few seconds. It was some minutes 
before he could collect his thoughts so as to know what was the matter ; 
for he did not see the flash, though his eye was on the spot of the prime- 
conductor, from whence it struck the back of his hand ; nor did he hear 
the crack, though the bystanders said it was a loud one ; nor did he 
particularly feel the stroke on his hand, though it raised a small swelling 
there. His arms and the back of his neck felt somewhat numbed the 
remainder of the evening, and his breast was sore for a week after, as if it 
had been bruised. 

Electricians of the present day would not venture to repeat such an 
experiment as the following, of which an account is given by Franklin in 
a letter dated Philadelphia, 1755. " The knocking down of six men was 
performed with two of my large jars, not fiilly charged. I laid one end 
of my discharging-rod upon the head of the first ; he laid his hand on the 
head of the second ; the second his hand on the head of the third, and so 
to the last, who held in his hand the chain that was connected with the 
outside of the jars. When they were thus placed, I applied the other end 
of my rod to the prime conductor, and they all dropped together. When 
they got up, they all declared they had not felt any stroke, and wondered 
how they came to fall ; nor did any of them either hear the crack or see 
the light of it. You suppose it a dangerous experiment ; but I had once 
suffered the same myself receiving by accident an equal stroke through 
my head that struck me down without hurting me ; and I had seen a 
young woman that was about to be electrified through the feet (for some 
indisposition) receive a greater charge through the head by inadvertently 
stooping forward to look at the placing of her feet, till her forehead (as 
she was very tall) came too near my prime conductor : she dropped, but 
instantly got up again, complaining of nothing. A person so struck sinks 
down doubled, or folded together as it were, the jointe losing their strength 
and stiffness at once, so that he drops on the spot where he stood instantly, 
and there is no previous staggering, nor does he ever fall lengthwise. 
Too great a charge might, indeed, kiU a man, but I have not yet seen any 
one hurt by it. It would certainly, as you observe, be the easiest of all 
deaths.'' 

With the powerful batteries employed by Franklin he also succeeded 
in communicating magnetism to steel needles. This had, indeed, been 
previously done by others, but not in so satisfactory a manner. 

Numerous experiments were undertaken \iy T^T.'^«X»«tL,\jsyt^^-^'^^ 
rendish, and other gentlemen assodated mt\i tiaeni, iot ^Qaa \jsar^<a«Rk ^ 
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Moertaining the rapidity of the electric discharge, and the difstancefi it 
ooold be transmitted tlux>ugh water and dry ground. In one of these 
experiments, performed in 1747, an electric discharge was sent across the 
Tliames ; and in another, near Shooter's Hill, the discharge passed instan^ 
ta&eously tlurongh two miles of wire and two miles of dry ground without 
any perceptible interraptioni 

These experiments deserve special notice at the present day, as they 
eirtablished the fact of the conducting property of the earth, which has been 
turned to such good account in the construction of electric telegraphs. 
Another fact also intimately bearing on the same subject was ascertained 
by Signer Beccaria, viz. that water is an imperfect or a good conductor of 
electricity in proportion to its quantity. This conclusion was drawn froM 
experiments in sending electric discharges through tubes of different sized 
filled with water ; when it was found that a charge which passed freely 
through the larger was obstructed by the smaller tubes. 

Numerous speculations were broached to accoimt for the phenomena 
of the Leyden phial, but the nature of its action was very imperfectly un» 
derstood until Dr. Franklin undertook the investigation. It had, indeed, 
been discovered that a jar could not be charged whilst it was insulated 
from the earth ; but this circumstance, which afforded a due te the eluci'* 
dation of the phenomena of the Leyden phial, remained a barren fact 
until it attracted Franklin's observation. He was the first to discover 
that the electricity on the outside of the jar is of a different kind from 
that within ; and that in charging a jar, a quantity of electricity is ex- 
pelled from one side of the glass equal to that introduced on the other. 
Hence the necessity of suppljdng a passage to the electricity outside by 
connecting it with a conducting substance, which had hitherto remained 
unaccounted for. According to Franklin's view of the condition of a 
charged Leyden phial, the inside when charged from excited glass is filled 
with what had been termed vitreous electricity, and the outside is equally 
charged with electricity of the opposite kind. These electricities having a 
strong mutual attraction, and being kept asunder only by the resistance 
offered by the non-conducting glass and surrounding air, instantly rush 
together when the opposite surfaces are brought in connexion, produdng 
all the phenomena of the Leyden phial, and leaving the glass in its ori« 
ginal neutral condition. 

Franklin also proved more satisfactorily than had previously been done^ 
that the electric charge is in the glass, and not in the metallic coatings of 
the jar, which serve merely to conduct, and to concentrate to one point, 
the electricity spread over the surface of the glass. To illustrate this fact 
most conclusively, he contrived a jar witii loose metallic coatings, that 
could be removed and changed for others after the jar was charged ; and 
this change being effected, the amount of electricity was found to bd 
scarcely diminished. 

The simple and beautiful theory of Franklin for explaining the action 
of the Leyden jar is one of the most important contributions of that phi- 
losopher to the science of electricity. Amplifying and improving the 
views that had previously been taken by Dr. Watson, he conceived that 
the friction of glass and of other electrics does not generate electridty^ 
bttt that it causes a disturbance of the quantity of the electric fluid pre- 
eadgting; proctuciDg thereby in some bodies asi excei^ ead in others il 
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deficiency. The terms paaitwe and negative were introduced to desigmUid 
tliede gtatee of repletion and want ; and these terms have been generaU^ 
adopted in this country in speaking of the two kinds of electricity. It 
will be observed; therefore^ that it formed an essential part of this theory 
to consider the phenomena <^ electricity as produced entirely by the di»- 
torbance of the equilibrium of the same ethereal fluid, the particles of 
which were mutually repulsiye. On this principle was explained the 
effect of bodies similarly electrified repelling each other, and the attraction 
of the <^posite electricities was attributed to the force exerted in attempt- 
ing to restore the equilibrium. 

The application of this theory to explain the action of the Leyden jar 
presents a perfectly satis&ctory view of the phenomena. When, for eX'^ 
ample, the wire connected with the interior coating is brought near the 
conductor of an electrical machine, an effort is made to part with a portion 
of its excess of the electric fluid to the jar ; but the latter cannot receive 
an addition to its natural quantity inside until an equal quantity of that 
on the outside is expelled by means of some conducting body connected 
with the earth. The inside thus becomes positively electrified and the 
outside negatively, and in equal degrees. The resistance offered to the 
passage of the electric fluid by the uncovered portion of the glass and by 
the surrounding air, prevents the two electricities from coalescing until 
the metallic surfaces of the jar are brought sufliciently near, by means of 
connecting conductors, to enable the attractive powers of the opposite 
dectricities to overcome the interposed resistance. 

The Frauklinian theory of electricity is not without difficulties, espe- 
cially in the explanation of repulsion from bodies electrified negatively ; 
and the philosophers on the continent have adopted the vitreous and 
resinous theory of Du Fay. But the great simplicity of Franklin's hypo- 
thesis, and its accordance with those theories which have been established 
as affording the most satisfactory explanation of phenomena in other de- 
partments of science nearly related to electricity, have enabled it to main- 
tain its ground in this country ; and from the time of the announcement 
of Franklin's theory much clearer notions of the principles of electrical 
action were generally entertained. 



CHAPTER II. 

The identity of lightning and eleotrioity pointed out hy Franklin — Electricity drawn 
from the clouds in France — Franklin's electrical kite — Lightning-conductors in- 
vented — Dangerous experiments with lightning — Death of Professor Richmann — 
Becoaria's experiments on atmospheric electricity — Electrical induction discovered 
-^The theory of vitreous and resinous electricity revived — Measurement of electrie 
forces — Inventions of the torsion halance and of the electrophorus — Progress of dis* 
covery to the end of the eighteenth century. 

We now approach another important epoch in the history of electricity, 
in which Dr. Franklin's powers of philosophical research and his fertUi^ 
of inyention are eminently conspicuous. 
!^ The flashing ^ht, and the snapping novae oi \5ftft AftR^scwi «^«^'»'™^ 
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induced some of the earliest electricians to imagine a sunilaritj between 
those manifestations of electricity and the phenomena of thunder and 
lightning. We have previously quoted the remarkable words of Dr. 
Wall, alluding to this probable identity, at a time when the known facts 
were so few as to have made the analogy seem merely fanciful. The fur- 
ther development of electrical force, especially after the discovery of the 
lieyden phuJ, enabled experimenters to imitate on a small scale many of 
the destructive effects of lightning. 

The observations of the Abb€ Nollet bear so close a relation to the 
truth, that they deserve to be recorded, as indications how well prepared 
philosophers at that time were for the subsequent discovery of Franklin. 
In his Lemons de Physique the Abb^ says : *' If any one should take upon 
him to prove from a well-connected comparison of phenomena, that thun- 
der is in the hands of nature what electricity is in ours, that the wonders 
which we now exhibit at our pleasure are minor imitations of those great 
effects which frighten us, and that the whole depends upon the same me- 
chanism ; if it is to be demonstrated that a cloud prepared by the action 
of the winds, by heat, by a mixture of exhalations, &c., is opposite to a 
terrestrial object ; that this is the electrified body, and at a certain proxi- 
mity from that which is not, — I avow that this idea, if it was well sup- 
ported, would give me a great deal of pleasure ; and in support of it how 
many specious reasons present themselves to a man who is well acquainted 
with electricity ! The universality of the electric matter, the readiness of 
its action, its inflammability, and its activity in giving fire to other bodies, 
its property of striking bodies externally and internally even to their 
smallest parts, the remarkable example we have of this effect in the ex- 
periment of Leyden, the idea which we might truly adopt in supposing 
a greater degree of electric power, &c. ; all these points of analogy which 
I have been sometime meditating, begin to make me believe that one 
might, by taking electricity for the model, form to one's self in relation 
to thunder and lightning more perfect and more probable ideas than have 
been hitherto offered." 

No 'one, however, had devised a means of ascertaining the identity of 
lightning and electricity until Franklin pointed out the way of drawing 
electricity firom the clouds ; nor would he probably have thought of the 
means of doing so but for the results of an unsuccessful experiment under- 
taken by his Mend Mr. Hopkinson. That gentleman electrified an iron 
ball with a needle fixed to it, expecting to draw a stronger spark from 
the point, as from a kind of focus ; but he was greatly surprised to find 
that, instead of increasing the intensity of the electricity, the point dissi- 
pated it altogether. He mentioned the failure of the experiment to Dr. 
Franklin, who immediately undertook to investigate the cause, and to de- 
termine the influence of points in attracting electricity. In repeating the 
experiment, he ascertained not only that the ball could not be electrified 
when a needle was fastened to it, but that when the needle was removed and 
the ball was charged with electricity, the charge was silently and speedily 
withdrawn when a point connected with the earth was presented to it. 

From this effect of points on electrified bodies, Franklin inferred that 

Hghtning might also be drawn silently and safely from the clouds by a 

inetaJlic point &xed at a great elevation, and he awaited with considerable 

SDxietjr the completion of a spire at PhiladeVpbia to cnsXA^ Vwsi \.k> ^.rj >iJftfe 
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experiment. In the meantime he published the results of his discoveries, 
and recommended that where opportunities occurred the trial should be 
made. 

In a letter to Dr. Lining of Charlestown, containing answers to several 
quefltions, Dr. Franklin has given the following account of the origin of 
tiie idea that led to the grand discovery. ^' Your question, how I came 
first to think of proposing the experiment of drawing down the lightning 
in order to ascertain its sameness with the electric fluid, I cannot better 
answer than hy giving you an extract from the minutes I used to keep of 
the experiments I made, with memorandums of such as I purposed to 
make, the reasons for making them, and the observations that arose upon 
them, from which minutes my letters were afterwards drawn. Bj this 
extract you will see that the thought was not so much an ' out-of-the-way 
one,' but that it might have occurred to an electrician. *Nov. 7, 1749. 
Electric fluid agrees with lightning in these particulars : 1. giving light ; 
2, colour of the light ; 3. crooked direction ; 4. swift motion ; 5, being 
conducted by metcds ; 6. crack or noise in exploding ; 7. subsisting in 
water or ice ; 8. rending bodies it passes through ; 9. destroying ani- 
mals; 10. melting metals ; 11. firing inflammable substances; 12. sul- 
phureous smell. The electric fluid is attracted by points. We do not 
know whether this property is in lightning, but since they agree in all the 
particulars in which we can already compare them, is it not probable they 
agree likewise in this ? Let the experiment be made.' " 

Acting on this suggestion, M. Dalibard and M. Delor erected apparatus 
for the purpose of collecting electricity from the clouds ; the former at 
Marly la Ville, about six leagues from Paris, the latter at his residence 
situated on high ground in Paris itself. M. Dalibard's apparatus consisted 
of an iron pointed rod forty feet long, the lower end of which was inserted 
in a sentry-box protected from rain, and on the outside it was fastened 
to three wooden posts by silk cords also defended from the rain. It was 
this rod that first attracted electricity from the clouds at a time when, 
unfortunately, M. Dalibard was not present to witness the realisation of 
his hopes. He was absent from Marly at the time, and had left the ap- 
paratus in charge of a joiner named Coiffier. On the 10th of May, 1752, 
between two and three o'clock in the afternoon, a sudden clap of thunder 
made Coiffier hurry to his post, and, according to the instructions given 
him, he presented a phial furnished with a brass wire to the rod, and im- 
mediately saw a bright spark accompanied by a loud snapping noise. 
After having taken another spark stronger than the first, he called in the 
neighbours, and sent for the Cur6. The latter ran to the spot with all 
speed, and his parishioners seeing him running, followed at lus heels, ex- 
pecting that Coiffier had been killed by lightning ; nor were they pre^ 
vented from hastening to the spot, notwithstanding a violent hail-storm. 
The Cur6 was equally successful in drawing sparks from the iron rod, and 
instantly despatched an account of the important event to M. Dalibard. 
The Cur^ stated that the sparks were of a blue colour, an inch and a half 
long, and smelt strongly of sulphur. He drew sparks at least six times 
in about four minutes, and in the course of these experiments he received 
a shock in the arm extending above the elbow, which he said left a mark 
such as might have been made by a blow with the wire on thft \s.^<^^^^c^. 
Eight days after the identity of Ug\itimi^ wA ^'^^Xscvss^^ V^^swe^ 
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proved at Marly, the rod erected by M. Delor, which waBnineij-iiiiie IM 
high, yielded electric 8[)arl» ; and the same phenomenon wm afterwards 
exhibited to the French kin^ and to numbers of the nobility. 

In the meantime. Dr. Franklin remained at Fhiladelplua nnedUMioas 
of the 8ucce88 which liad attcndeii the adoption in France of his suggestion 
for drawing lightning from the clouds. Becoming impatient to yenfy hm 
opinion of the identity of lightning and electricity, it occurred to him that 
he might estuhlish an electrical cDunection between a thunder-cloiid and 
the earth by means of a boy's kite, without waiting for the eompletion of 
the spire. Acconlingly, on the first promising occasion, whidi oecaned 
in June IT'iiS, a month after the success at Marly, he undertook the 
experiment. Afraid of being laughed at should ^e expedient &i]y he 
took his son with him to make it apitear that he was merely going for the 
b(»y*H gratiiicatioii, to assist in ftyiug the kite. The apparatna consiBted 
of a silk handkerchief attached at the comers to two kiths plaoed orofls- 
wise. The kite thus constructed was able to bear a shower of rain wiihout 
being injured, and a pointed wire was fixed to it for the attraction of elec- 
tricity, but there was not any conducting substance in the stringy which 
conHistod of common ])ackthread. 

Having niised the kite in the air, he looked anxiously for the resnli^ as 
some thunder-clouds ])asscd over it, but for some time without any sign of 
electricity. At length, as he was about despairing of success, he percriv c d 
some fibres of the hempen string to stand erect and to avoid one another, 
just as they would have done if electrifie<l. He then presented his knnckle 
to a key attached to the string, and to his unutterable delight received a 
spark. Other sparks succeeded, even whilst the string was dry, and con- 
sequently a very imperfect conductor ; and when the rain had wetted the 
string, he drew forth H])arks very copiously, with which he charged a Ley- 
den jar. It must be observed that the key was insulated by a silk string 
to prevent the electricity from jxassing through the packthread to the 
earth. 

Dr. Franklin afterwards erected an iron rod on the top of his own 
residence, having found the influence of points to extend farther than he 
had at first imagined, and one end of the rod being conveyed into his 
study, he was able at his convenience to perform with lightning all the 
experiments of artificially-excited electricity. That his attention might 
be drawn to the apparatus whenever lightning was attracted, he attached 
a set of bells to the rod, which by the attraction of their clappers gave the 
signal. Sometimes these bells rang so violently as to be heard all over 
the house. 

The application made by Franklin of his great discovery to the pro- 
tection of buildings &om lightning, was the first practical benefit derived 
from the science of electricity. He inferred, as points are so efficacious in 
attracting lightning, that a pointed metallic rod attached to the side of a 
house, rising some height above it and descending to the earth, would tlraw 
off the electricity of a passing thunder-cloud silently, and thus prevent a 
sudden discharge ; or if a flash of lightning should strike the rod, that the 
electric fluid would be conducted safely through the metal to the ground. 
He consequently reconmiended the attachment of such protecting rods to 
all exposed buildings, and to the masts of ships. Experience has proved 
the correctness of his inference, and the value of the suggestion. The 
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plan has been extensiyely adopted, and has been the means of protecting 
^ery building and ship to which such conductors have been proper^ 
applied. 

Electricians in all parts of the world were anxious to repeat the expe- 
riment of drawing electricity from the clouds, and many of them received 
injuries and had narrow escapes from being killed, in consequence of the 
hazardous manner in which thej performed their experiments. No one 
succeeded in drawing down such large continuous torrents of electric fire 
as M. de Eomas of Nerac, who employed an electrical kite, in the string 
of which a thin wire was inserted to senre as a better conductor than thef 
hempen string alone. The kite he used was seven feet high and three feet 
wide, and a tin tube connected with the wire-string was sustained at a 
short distance from the ground by means of a silk ribbon, which served, 
when the kite was elevated, to insulate the wire from the operator. In 
experimenting with this kite, when raised to a height of 600 feet, in Au- 
gust 1756, the streams of fire issuing from the tin tube were one inch 
thick, and ten feet long ; and on one occasion a loud explosion was heard 
and a flash of lightning passed from the tin tube to the earth, making a 
small hole in the ground. At such times, when the flow of electricity was 
very abundant, M. de Bomas experienced the same sensation over his fkce 
as is produced when near the prime conductor of an excited electrical ma- 
chine, which induced him to retreat and discontinue the experiments, from 
the dread of receiving a shock. Experience had taught him caution ; for 
when he first raised his kite, and whilst taking hold of the wire-string, h«f 
was struck severely. M. Mormier, a member of the Academy of Sciences, 
and M. Bertier of Montmorency, were both knocked down by flashes of 
lightning, whilst taking sparks from their apparatus ; and numerous other 
persons were more or less injured. 

A fatal warning of the danger of experiments with lightning was 
given by the death of Professor Eachmann of St. Petersburgh, on the 26th 
of August 1753. He had constructed an instrument which he called an 
dedrical gnomon, to measure the strength of electricity, and was observing 
the eflect of a thunder-cloud on this instrument, accompanied by M. Solo^ 
kow, an engraver. Professor Eichmann was standing with his head in- 
clined towards the gnomon, when M. Solokow, who was close to him, 
observed, as he expressed it, '^a globe of blue fire as large as his fist,** 
dart from the rod of the gnomon towards the Professor^s head, which was 
about a foot distant. This flash caused the instantaneous death of the 
Professor, and M. Solokow was so much stunned that he could give no 
particular account of the efiects upon himself. He said that there arose a 
sort of steam or vapour which entirely benumbed him, and made him 
fiink down upon the ground, so that he could not even hear the accompany- 
ing clap of thunder, which was very loud. The efiects of the lightning 
were very apparent in the room ; the door-case was split through, ana 
the door torn ofl" its hinges and thrown down. 

On examining Professor Eichmann's body, a red spot was obeerred on 
the forehead, from which some drops of blood issued through the pores, 
though the skin was not broken. The shoe of the left foot was burst open, 
and a blue mark was found on that part of the foot; from whidi appear- 
aaces it was assumed that the lightning entered the head and passed 
through the body to the foot. The body itself exhibited several red and 
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blue spots. With the exoeption of the left shoe^ the dress was uninjured. 
When the body was opened, twenty-four hours after death, the cranium 
was without injury, and the brain perfectly sound ; but the transparent 
pellicles of the windpipe were excessively tender, gave way, and were 
easily rent. There was some extravasated blood in the cavities below the 
lungs; and the throat, the glands, and the thin entrails were all inflamed. 
The body so rapidly decomposed, that two days after death it could with 
difficulty be got into the coffin. 

The physiological effect of lightning is exactly the same as that of a 
shock from a Leyden jar or electrical battery. The author of this work is 
able to speak from personal experience on this matter, though the shock 
received by him was too slight to produce any disagreeable consequences. 
During a severe thunder-storm, accompanied by torrents of rain, he was 
endeavouring to prevent the overflow of a cistern by stopping up the con- 
duit-pipe, when an electric shock passed through the right arm, from the 
wrist that was pressing against the pipe to the elbow that rested on the 
cistem. The effect was very startling, and induced him to make a quick 
retreat. A loud clap of thunder immediately followed, indicating that a 
powerful flash of lightning had struck the house ; but several metal pipes 
conducted it safely to the ground, and it was so divided by passing through 
those conductors that but a very small portion of the discharge coidd 
have passed through the imperfect connexion formed by the author's arm. 

One of the first objects of scientific experiments on lightning was to 
determine whether the electricity from the clouds was positive or negative. 
Franklin found, during all his experiments in the spring of 1753, that the 
lightning-rod exhibited in every case signs of negative electricity; he 
therefore concluded, somewhat too hastily, that the clouds are always ne- 
gatively electrified, and that during thunder-storms it is the earth that 
strikes into the clouds, and not the clouds into the earth. In a subsequent 
experiment, however, he found the electricity positive. The observations 
of other electricians serve to shew that the electrical condition of the 
clouds frequently varies from negative to positive, and that these changes 
sometimes occur during the coiu:*se of the same storm. 

The pointed rod with the accompanying apparatus to detect when a 
thunder-cloud was passing, were soon found to indicate the presence of 
electricity, not only when there was no thunder-storm, but when the 
atmosphere was perfectly clear. Signer Beccaria, especially, made search- 
ing investigations into the subject, and determined the close connection 
between electricity and all meteorological phenomena ; nor has much been 
done in elucidating this mysterious connection since the researches of that 
distinguished philosopher. 

The discovery of the identity of lightning and electricity may be con- 
sidered as the culminating-point in the history of electricity during the 
last century. No very striking discoveries resulted from the researches 
of the many electricians who were engaged in investigating the new field 
opened to their researches ; nevertheless numerous interesting^ facts were 
made known, and considerable light was thrown on the laws that govern 
the actions of the electric fluid. 

The discovery by Mr. Canton of the property of electrical induction^ 
though not of a character to produce any marked impression at the time, 
has proved of the utmost consequence in explaining the phenomena of 



THE HISTOBT OF ELEOTBICITT. iS 

electricity. In the earlier years of the science an obscure notion was 
entertained of the influence of excited electrics in bodies at a distance 
from them ; but nothing was actually known of this influence until Mr. 
Canton proved, by numerous experiments, that an excited electric always 
induces in other bodies within the sphere of its influence an electrical 
condition of a kind different from that itself possesses. Mr. Canton found 
that when he brought an insulated conducting body near to an excited, 
electric, it became electrified so long as it remained there, and that if the 
electric were positive, that part of the conducting body nearest to it would 
be negatively electrical, and the more distant part positively. This sym- 
pathetic state of electricity, he ascertained, continued only whilst in the 
vicinity of the excited electric, and that on removing the insulated con- 
ducting body, it returned to its natural state. If, however, whilst under 
the electrical influence, the part farthest from the electric was touched by 
a conductor, so as to enable it to throw off the electricity repelled to that 
end, the body remained in an electrical state after the excited electric was 
removed These remarkable phenomena were ascribed by Mr. Canton, 
and also by Dr. Franklin, who verified the experiments, to the presence of 
electrical atmospheres round all bodies, which atmospheres were supposed 
to be mutually repellent. 

M. iEpinus and Mr. Wilcke, who experimented together with a view 
to elucidate the cause of the inductive property of electricity, were led to 
infer that the repelling property exerted at a distance by excited electrics 
would enable them to charge a space of air included between two con« 
ducting plates, in the same manner as a plate of glass is charged when 
coated on both sides with tin-foil. The experiment answered their expec- 
tations, and succeeded at a distance of several inches between two insu- 
lated metal discs supported horizontally. When a discharging-rod was 
connected with the upper and lower plates, a loud discharge, like that of a 
Leyden jar, instantly took place. 

It may be observed that the property of induction might have been 
deduced from the action of the Leyden jar, as explained by Franklin ; but 
until the experiments of Mr. Canton it could not have been inferred that 
the presence of positive electricity, which on one side of a plate of glass 
induces a negative state on the other, would also operate at a distance in 
communicating negative electricity through the non-conducting air. 

Mr. Canton also advanced the progress of electrical science by ascer- 
taining that the kind of electricity excited by the friction of any given 
substance may be changed from positive to negative, or the reverse, by 
using diflerent rubbers, or by altering the surfaces of the electrics. Glass 
is less susceptible of these changes than other electrics, but its generally 
positive state may be converted into negative by emplo3ring the back of a 
cat for the rubber, or by roughening the surface. To Mr. Canton is also 
due the merit of introducing the application of a metallic amalgam to the 
rubber, to increase the facility of exciting electricity. 

The opinion which had hitherto been generally entertained, that elec- 
trical phenomena depended on the presence of one electric fluid, the equi- 
librium of which was disturbed by friction, was very ably disputed by Mr. 
Symmers in a communication ' to the Royal Society in the year 1759. 
He adduced several experiments which he considered could only be pro- 
perly explained on the supposition of the existence of two electric fluidst 
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not indeed independent, but, on the ccmtmy, always co-existeiit aad 
counteracting each other. This theory dosely resembled that of Da Fay, 
and his terms of vitreoos and resinous deetricity were adopted by Mr, 
Symmers, though Du Fay conceived, in opposition to all obeenred dee* 
tncal facts, that the two electricities were independent of each other, and 
were never combined. 

The revival of the theory of vitreous and resinous electridty by Mr. 
Symmers deserves to be noticed in a history of the sdence, from tbe cir- 
cumstance that, though it did not receive much attention at the time, it 
has been the foundation of the opinion now generally entertained by deo^ 
tridans on the continent, where the theory of two distinct dectric fluids 
has in a great measure supplanted the more simple pUu and minus theory 
of Franklin. A very impartial review of the experiments of Mr. Sym- 
mers, and of the inferences founded on them, is given by Dr. Priestley,* 
who, though an advocate of the Franklinian theory, admitted that all the 
phenomena of electricity might be equally well explained by the suj^nk 
sition of the existence of two distinct fluids as of only one, and that as 
r^ards repulsion, the explanation was even more satis&ctory. Dr. Priest-: 
ley, however, adhered to the single fluid as the more simple theory, and 
as presenting closer analogy to what is known of the operations of natura 

M. iEpinus and the Hon. Henry Cavendish brought mathematical sci- 
ence to bear on the phenomena of electricity, and determined some of the 
laws that govern its attractive and repellent forces. These researdies 
were pursued still more successfully by M. Coulomb in 1785 with the aid 
of the electrometer he invented, called the torsion-balance, for measurii^ 
tiie force of electrical attraction and repulsion. In that instrument a 
filament of silk or spun glass serves to suspend horizontally a fine needle 
of shellac, with a small gilt pith ball fixed at one end. When the ball is 
repdled by the excited electric whose force is to be determined, the sus- 
pending filament receives a twist from the mutual repulsion of the pith 
ball and the ball of the electrified conducting body. The two balls tiius 
mutually repelled are forced together by means of a screw to which the- 
filament of glass is attached, and the degree of torsion or twist produced 
in the filament by fordng the two balls together is measured by an index. 
The delicacy of the instrument is so great that a force not exceeding the 
20,000,000th part of a grain may be indicated. With this sensitive indi-' 
cator of electrical forces. Coulomb deduced the following important laws 
as governing the electric fluid : — that bodies electrified by similar elec- 
tricities repel each other with a force that diminishes in the same propor- 
tion as the square of the distance between them is increased ; and that the 
mutual attraction or repulsion of two electrified bodies is directly propor- 
tional to the quantity of electricity on the other, and diversely proportion^ 
to the square of the distance between them. Coulomb ascertained that 
dectrified bodies, when insulated, gradually lose their electricity by the 
conduction of the surrounding atmosphere, which is never free from 
moisture, and by the imperfect insulation aflbrded even by the best elec- 
trics. He also determined, in a more decided manner than had previously 
been done, that electridty is accumulated on the surfaces of condactiBg 
bodies only, and never penetrates the interior. 

-■ ■ • History of Electridty, p. 247. 
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A few years before the inTention of the tondon-balance, ihe dectM- 
phoros of M. Yolta had been added to ihe apparatus of the eleetriexan. 
This instrument is principally valuable as exanplifjing in a remarkably 
Blanking manner the acticm of induced electricity. When an inscdatod 
metal plate is brought into contact with a cake of resin, or wit^ any other 
flat electric surface when excited, the insulated plate is immediately ren- 
dered electrical ; but not, as might be supposed, by electricity communicated 
directly from ibe resin, but by induction. The two sides of the metal 
disc become in c^posite states of electricity ; that one nearest to the elec- 
tric being of the contrary kind to that of the electric itself. Supposing a 
cake of resin to be employed, the metal surface in contact with it is posi- 
tively electrified, and the other side negatively. If when thus in contact, 
the finger, or any other conducting body, be brought near the plate, the 
negative electricity passes off in a spark, and the plate being then lifted 
up by the insulating handle, it will be found to be electrified positively ; 
and so strongly that sparks nearly an inch long may be taken from it. 
Id this manner, by a succession of contacts, electricity may be developed 
sufficient to charge several Leyden jars without sensibly diminishing tie 
electricity of the excited resin. 

The principal remaining incidents in the progress of electric science 
to the end of the 18th century were the researches of Lavoisier, La Pladej 
and others relative to electrical excitement by the evaporation of fluidls, 
and by the solution of solids in acid menstrua. In every instance of sudr- 
den change of state, and of rapid chemical action imder such circumstances, 
electricity was developed. These experiments by the French chemists 
indicated the close connexion between electricity and chemical action, 
which subsequent investigations have proved to possess a most important 
bearing (m the development of electricity. 
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IXacowerj of Galvanism, and the circumstances that led to it — Galvanft erroneOM 
notions of the exciting cause — VoltaVi investigations — Invention of the Voltaic pSe 
— Commencement of the science of Voltaic electricity — Various Voltaic batterief— -^ 
Theories of their action — Investigations by Sir Humphery Davy — Decomposition 
of the alkalies and earths — The experiments that led fo the discovery founded oaa 
< ■ hoax — Prodigious Voltaic batteries constructed — Napoleon Bonaparte's experience 
of their power — Unsuccessful application of Voltaic electricity by Sir H. Davy. 

As the last century drew to its close, a new era commenced in electric 
science of far more importance to its development than any of the pr^ 
ceding stages of advancement. The first glimmering of light in the new 
direction, as in most of the preceding discoveries, arose from fortuitoiui 
circumstances ; and it is wortiby of notice that this discovery was founded 
on ignorance of the principle on which it depended. 
- Galvani, an anatomical professor at Pavia^ has the merit of beii^g tiie. 
originator of that branch of electric science which was for many years 
tinned.. ^ifJmmain. One aooount of the discovery r^presensiiB .that Yma at- 
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tention was first directed to the subject hj his wife and a pupil, who had 
observed the limb of a frog convulsed when touched by a bufe near to 
an electrical machine. Madame Gkdvani is made more conspicuous in the 
matter by the assertion that she was an invalid, and that the presence of 
the limbs of frogs in the dissecting-room was owing to her having ordered 
the frogs as a delicacy for her dinner. It is stated, however, by Galvani, 
in a work published at Bologna in 1791 for the Institute of Sciences,* that 
he was dissecting a frog on a table whereon stood an electrical machine 
when the limbs suddenly became convulsed by one of his pupils touching 
the crural nerve with a dissecting-knife. This occurred at the instant that 
a spark was taken from the conductor of the machine. The experiment 
was repeated several times, and it was found to answer in all cases when 
a metal conductor was connected with the nerve, but not otherwise. Gal- 
vani, who entertained the opinion that muscular action is attributable to 
electricity, looked on this phenomenon as a confirmation of that opinion, 
and pursued the inquiry with great zeal. Having tried various experi- 
ments successfully with the electrical machine, the electrophorus, and other 
artificial means of exciting electricity, he also tried the effect of atmo- 
spherical electricity. He attached the legs of frogs and of warm-blooded 
animals to a pointed conductor fixed at the top of the house, and found 
that they were violently convulsed by every flash of lightning. Similar 
effects, though not so stroug, were also produced by atmospherical elec- 
tricity, when there was no thunder-storm. In the prosecution of these 
researches he suspended some frogs, on metal hooks fixed in the spine, 
from the iron railings of his garden, and observed the contractions in all 
states of the weather, when he connected the hook with the iron rails. 
He therefore supposed that the efiect might be produced independently of 
the atmosphere ; and he found, on experimenting with a frog in his room, 
that whenever a metallic connection was made between the external muscle 
and the crural nerve, the limbs became convulsed. As this efiect was 
produced without any apparent exterual excitement of the electric fluid, 
Galvani inferred, in accordance with his preconceived hypothesis, that 
the muscular contraction was caused by animal electricity, that the muscle 
and the nerve were in the condition of the inside and the outside of a 
charged Leyden jar, and that the metallic connection merely served the 
same purpose as a discharging wire, by giving the two electricities the 
means of combining. 

It has been observed, that had Galvani been more accustomed to elec- 
trical experiments, he would have paid no attention to the convulsion of 
the frog's limb, and would have considered it merely as the customary 
effect of electricity when passed through an animal conductor. The same 
&ct had, indeed, been observed by others, and thus disregarded. But 
Galvani, impressed with his idea of muscular action being caused by ani- 
mal electricity, brought the fact prominently forward. The electricians 
who had observed the same without regard, formed, indeed, more correct 
notions of the cause than Galvani, but by his endeavour to establish an 
error, he was the means of elucidating a most important truth. 

In the meantime, the extraordinary physiological effects produced by 
ituch insignificant means gave countenance to Galvani's notion that they 

* Aloysii GalTani de viribiis electricitatis in motu muBculaii commentarius. 
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were produced bj animal electricity, and physiologists eagerly seized hold 
of this assigned cause of vital energy, the agency of the " nervous fluid " 
being relinquished for that of electricity. Volta, however, manfully com- 
bated the opinion that the exciting cause resided in the animal fibres, and 
contended that the muscular contractions produced when the muscle and 
the nerve were connected by a metal, arose from the contact of the metal 
itself, and was entirely independent of animal electricity. In support of 
this opinion was adduced the peculiar sensation occasioned by the contact 
of a piece of silver with a piece of lead or zinc, when both are placed upon 
the tongue, a fact which had been noticed by M. Sulzer in 1762, without 
attracting much attention."' Volta conceived that by combining a series 
of silver and zinc plates, he should be able to add to the electrical effect 
by increasing the number of metallic contacts. He therefore piled up a 
series of plates, consisting of zinc and silver alternately, with interposed 
pieces of wet cloth, and obtained the expected accumulation of electrical 
force. 

The results of Yolta*s important experiments were announced in a 
letter to Sir Joseph Banks, which was read before the Boyal Society on 
the 26th of June 1800. In that communication M. Yolta stated that he 
had obtained some striking results from electricity excited by the simple 
mutual contact of different kinds of metals, and even by the contact of 
other conductors different among themselves, whether liquid or containing 
some fluid to which they were indebted for their conducting properties. 
The principal results he stated were, '' the construction of an apparatus 
which resembles, in its power of producing electric shocks and other elec- 
trical phenomena, the Leyden jar, and still more closely electrical batteries 
when feebly charged ; which operate also without ceasing, and possess a 
perpetual impulsion." This apparatus consisted of discs of silver and zinc, 
about one inch diameter, and small discs of card or parchment, moistened 
with water or with a solution of common salt. The metal discs were piled 
upon one another alternately, and between every two was applied one of 
the moistened cards. With a series of twenty of these pairs of discs, he 
stated that Cavallo*s pith ball electrometer, aided by a condenser, was af- 
fected to the extent of from 10 to 15 degrees ; that when wires connected 
with the upper and lower plates of the series were brought together, sparks 
were emitted; and that the apparatus would give a shock through the fin- 
gers. With a series of fifty pairs, the shock, he stated, became so powerful 
as to reach to the shoulders, and when passed through a single finger, the 
pain was too great to be borne. Yolta, it is probable, exaggerated the 
effects of this diminutive apparatus, and he evidently mistook the partial 
combustion of the metallic wires, on making contact, for the electric spark, 

* The following extract from M. Sulzer^s writings marks the first dawn of this im- 
portant discovery :— 

*' When two pieces of metal, one of lead and the other of silver, are so joined toge- 
ther that their edges make one surfoce, a certain sensation will be produced on applying 
it to the tongue, which comes near to the taste of martial vitriol ; whereas each piece 
by itself betrays not the slightest trace of that taste. It is not improbable that, by a 
combination of the two metals, a solution of either of them may have taken place, in 
consequence of which the dissolved particles penetrate into ^he tongue ; or we may con- 
jecture that the combination of these metals occasions a trembling motion in their 
respective particles, which, exciting the nerves of the tongue, causes that peculiar sensa- 
tion.*' — Thewry €if Agreeable and Disagreeable Sensations; Berlin, 1762. 
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wldch can only be produced bj a much mcMre numeroos and jw wwri M 
aRmngement than Yolta emplojecl. 

Yolta had been a long time in obtaining the resnHs conmnmcaMI m 
hia letter to Sir Joseph Banks, and having experienced the inconTenienee 
ol the pile, he contrived an arrangement called bj him ^ eou ro mm e ds 
tones, in which zinc and copper plates connected t^ether bj wires were 
immersed in difTerent cups containing a solution of common salt. A aeiies 
of these cups formed a veiy efficient battery, and he was enabfed, t» he 
said, to produce effects which, though considerably less active than a bat^ 
tery of Leyden jars, possessed nevertheless immense power. The eleae 
resemblance of the electricity evolved in this manner to that of the torpede 
did not fail to strike Yolta, who accordingly called his apparatuB the 
argane electrique afrtificid. 

The discoveries of Yolta, though far surpassing those of Ckdvani, were 
at first considered subservient to the purpose of giving greater effeet to 
the experiments of the latter. The increased muscular energy that eoM 
thus be given to the limbs of recently killed animals excited amazement 
and awe, and itinerant lecturers in all parts of the kingdom exhibited these 
wonders to collected multitudes; nor were charlatans wanting, who by 
tricks of legerdemain gave a still more marvellous character to tl^ really 
extraordinary effects of this newly discovered agent. The importance of 
the exciting power thus became merged in the effects it produced. Because 
the battery of Yolta was at first chiefly employed to illustrate the diacova^y 
of Qalvani, it received the name of the '^ Gralvanic battery," which it fcxr a 
long time retained, and the new branch of science founded upon iit was 
still more unjustly termed Galvanisni. 

As this new mode of exciting electricity was announced in 1800, we 
may date from the beginning of the present century the commencement 
af the science of voltaic electricity. In the early days of this discovery it 
was not determined whether to consider it as a modification of the ele<irie 
fluid, or as a distinct agent excited by the contact of metals, though tke 
researches of the most eminent electricians have since established the iden- 
tity of the two. 

The points of resemblance between the two electricities are, that bottt 
produce similar effects on the nerves that contract the muscles and oeea^ 
sion the electric shock, which may be communicated through a great mat- 
ber of persons instantaneously ; that the same substances are conductor! 
and non-conductors of both kinds of electricity ; that both possess the 
power of igniting and heating ; that sparks are emitted by the voltaic 
battery when great numbers of plates are used to increase the intensity ci 
tiie force : that the phenomena of attraction and repulsion are common te 
both, and by both chemical decomposition can be effected. 

The differences between voltaic and frictional electricity consist in the 
continued duration of the effects of the former, and in the different states 
of intensity in which they are evolved : voltaic electricity being evolved 
in great quantity at a low degree of intensity, whikt the quantity of fric- 
tional electricity excited is comparatively very small, but at a high degree 
of intensity. These different conditions in which the electricities of the 
voltaic pile and of the electrical machine are excited, occasion a difference 
m the phenomena of each. It was not, for example, an easy matter to 
make an arrajigem.eiit with frictional eleetncnty icpt t\i« «x\i\\»tA<yn of die^ 
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mical decomposition, nor could the electric spark be readily made to force 
itself through even the smallest space of air from a voltaic battery^ The 
experiments of Dr. Wollaston, of Sir Humphrey Davy, and more recently 
of Dr. Faraday, haye, however^ removed all doubts respecting the power 
>of frictional electricity to effect chemical decomposition ; and Mr. Crosse, 
with a water battery of 2000 cells, has evolved voltaic electricity possest- 
ing sufficient tension to force itself in a rapid succession of sparks through 
* small intervening space of air. 

Numerous attempts were made soon after the announcement of Yolta's 
discovery and invention to improve the form of apparatus, and these en- 
deavours have been continued with more or less success to the present 
d»y, though the arrangement d courorme de tasaes, modified and rendered 
more compact, is still that most frequently adopted. The only marked 
variations in the principle of construction which require to be noticed in 
this part of our work, were the increase of the quantity of electricity by 
enlarging the size of the plates, so as to communicate greater heating power 
to the battery, and the increased intensity produced by greatly adding to 
the number of combinations, as in the column of De Luc. The latter 
arrangement deserves notice also, from the circumstance that no moisture 
b applied to produce the effects. This apparatus, as improved by Zam- 
boni, consists of paper, on one side of which is pasted finely laminated 
zinc, and the other is covered with powdered black oxide of manganese. 
The paper so prepared is cut into discs about one inch in diameter, which 
are arranged over one another with the zinc sides placed in the same 
direction, and they are enclosed within a glass tube after having been 
pressed together. This instrument, when it consists of a pile of 10,000 
discs, exhibits a constant excitement of electricity of considerable intensity. 
It deflects the gold leaves of the electrometer, yields small sparks, charges 
a Leyden jar, and attracts and repels light substances in the manner of an 
excited glass tube. Its action continues without intermission for months, 
and even for years. A pile consisting of 1000 prepared paper discs may 
be arranged so as to keep a small pendulum vibrating between its oppo- 
site poles, and it thus approaches more closely than any other invention 
to perpetual motion.* 

In this instrument the paper is the substance interposed between each 
pair of metallic exciters, and though apparently dry, it contains sufficieiit 
moisture in all states of the atmosphere to act as a conductor. 

The exciting cause of electricity in the voltaic battery was conceived 
by Yolta to be the contact of dissimilar metals. The liquid wherein the 
plates are immersed was regarded merely as the conductor of electricity 
•from one pair to another, and the advantage of employing saline solutions 
in preference to water was attributed to their superior conducting power. 
This theory was quickly combated by Dr. WoUaston, who ascribed the 
effect entirely to the chemical action of the solution on the zinc. That 
opinion was afterwards ably confirmed by Sir Humphrey Davy, who 
proved, by various experiments, that chemical action is essential to the 
excitement of voltaic electricity. He shewed, also, that a voltaic battery 

• We ought perhaps to except the German atmospherical clocV, %\w«xi«X.^^^t««^ 
Bxhibition, in wnieh the rariations in the preMUTe oilYv« «XTsiQiv^«t«'«t«!^^VS^^^.'^ 
the motlre power. 
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may be constructed without any metallic element. In NoTember 1801, 
he formed a battery of this kind, which consisted of ten pieces of well- 
burnt charcoal, with nitric add and water arranged alternately in wine- 
glasses, which produced all the effects usually obtained from an alternate 
arrangement of zinc, silver, and water. More recently, Dr. Faraday has 
shewn, that when the usual elements are employed, yoltaic action may be 
excited without contact of the metals. Notwithstanding these evidences 
of chemical action, the contact theory continues to be the favourite hypo- 
thesis with philosophers on the continent, and the action of De Luc's 
column, without the perceptible presence of any fluid, has given support 
to their arguments. 

Whether chemical action be, or be not, the exciting cause of voltaic 
electricity, the agency of that power in disturbing chemical affinities is one 
of its most remarkable and important characteristics. Nor did this extra- 
ordinary power long lie dormant. Two months before Volta^s communicsr 
tion was read before the Eoyal Society, Messrs. Nicholson and Carlisle 
effected the decomposition of water by Yolta's apparatus, which had been 
described in foreign journals ; and Sir Humpbrey Davy, improving on 
these experiments, succeeded in producing the oxygen and hy^ogen gases 
from separate portions of water, in different glasses, connected together by 
moistened threads. Following up these experiments, he decomposed se- 
veral compound bodies, and in every case he found that when substances 
containing sulphur or metal combined with oxygen were operated on, the 
sulphur and metal appeared at the negative end of the battery, and oxygen 
at the positive end. He was led to infer from these and similar experi- 
ments with the voltaic battery on the decomposition of bodies, that elec- 
trical action is identical with chemical affinity. 

In pursuing his investigations into the nature of the action of the vol- 
taic battery. Sir Humphrey Davy ascertained that the intensity increases 
with the number of the plates, and that the quantity of electricity excited 
is dependent on their size ; a fact which was subsequently verified by Mr. 
Children, who with a single pair of very large plates of zinc and copper 
was enabled readily to melt the most infusible metals. 

Armed with such a powerful decomposing agent as the voltaic battery, 
numerous chemical experimentalists pursued their researches into the 
elementary constituents of bodies with great ardour. Dr. Henry decom- 
posed several of the acids, and resolved ammonia into its proximate ele- 
ments. Berzelius transferred the elements of neutral salts to their respec- 
tive poles : the acids being collected at the copper end of the battery, and 
the alkalies and earths being attached to the zinc terminus. These and 
various other results were published in the journals, and served to give 
additional stimulus to electro-chemical investigations. 

Whilst scientific men were anxiously looking for important results 
from the inquiries thus sedulously pursued, there appeared in the Philoso- 
phical Journal a letter signed £. Peel, of Cambridge, announcing that, in 
his experiments on the decomposition of water, he had invariably found 
the pure water with which he commenced operating impregnated with 
conmion salt. This announced generation of salt by the action of the vol- 
taic battery excited a lively sensation amongst philosophers in most parts 
of Europe. Some applied themselves to verify the experiment, whilst 
others speculated on the new light thus thrown on the cause of the sea 
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being Bait. The announcement was, however, soon afterwards detected to 
be a hoax, there being no person of the name of Feel at Cambridge. In 
the meantime, while the concocter of this practical joke was probablj 
enjoying its success, experimentalists had actually obtained the results 
which he had published as a wildly extravagant notion. It was ascer- 
tained that distilled water^ after having been acted on for some time by 
a voltaic current, contained in every case an appreciable quantity of salt. 
This proved a most perplexing discovery. The apparent creation of mat- 
ter by voltaic action was as difficult to account for, as in later days has 
been the apparent creation of living insects by the same agency. Sir 
Humphrey Davy entered ardently into the investigation, and after a con- 
tinued series of carefully conducted experiments, he ascertained that the 
salt or earthy matter eliminated was extracted from the substance of the 
threads employed, or was owing to the partial decomposition of the glass 
vessels in which the experiments were conducted. The more careful he 
was in avoiding these sources of error, the water became more free from 
saline particles ; and when fibres of pure asbestos were substituted for 
thread, and agate cups for glass, no trace of alkali or earthy matter was 
to be detected in the water. * 

It was in consequence of these researches, undertaken for the purpose 
of shewing that the results of the experiments on the Continent were aa 
illusory as the igrm faJtAms which lighted the way to them, that Sir 
Humphrey Davy was led into the course of experiments which terminated 
in his brilliant discovery of the metallic bases of the alkalies and earths. 
The circumstance that the origin of one of the most important discoveries 
in science may be thus traced to the senseless trick of an unknown indi- 
vidual, presents a remarkable feature among the curiosities of science, and 
affords ample food for reflection to the speculative philosopher on the eli- 
mination of valuable truths from fiAlsehood and error. 

It is not strictly within our province to notice the labours of chemical 
experimentalists ; but the decomposition of the alkalies and earths exhibits 
such striking examples of the chemical power of voltaic electricity, that 
the discovery of their bases by its means may be fairly considered to belong 
to the history of the progress of electric science. 

From the first announcement of the discovery of the voltaic battery, 
Bir Humphrey Davy foresaw the vast importance of its agency in chemical 
researches. In a note-book dated August 6th, 1800, he writes : ^^ I cannot 
close this notice without feeling grateM to M. Yolta, Mr. Nidiolson, and 
Mr. Carlisle, whose experience has placed such a wonderful and important 
instrument of analysis in my. power.*** In his first Bakerian lecture six 
years afterwards, he expresses the hope that '^ the new mode of analysis 
may lead us to the discovery of the t/nji/& elements of bodies, if the ma- 
terials acted on be employed in a certain state of concentration, and the 
electricity be sufficiently exalted. For, if chemical union be of the nature 
which I nave ventured to suppose, however strong the natural energies of 
the elements of the bodies may be, yet there is even^ probability of a limit 
to their strength ; whereas the powers of our artificial instruments seem 
capable of indefinite increase.^f 

• Memoin of the Life of Sir Humphrey Davy, Dart, by John Dary, M.D. 
t Ibid. 
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la conformity with the notion of eoonteracting chemical attraetieB hj 
electrical agency, he instituted a series of experiments od. potan with a 
riew to its decomposition ; the compound nature of the alkalies having 
been for some time suspected. At first he experienced great difficulty in 
get^g the electric current to act on the potass, which when in a solid 
itate is a non-conductor of electricity, and when acted on in solution the 
water only was decomposed. The first successful results were obtained 
hj employing fused potass ; inflammable matter was then developed, which 
barst into flame the instant it was formed. The complete success <^ ike 
investigation occurred on the 6th of October. The following brief accomt 
of the discovery is contained in a manuscript of a lecture delivered at the 
Boyal Institution. 

'* /SxperimenU, Then a piece of potass, moistened, and to my great 
eorprise I found metallic matter formed. 

'' Oct. 6th. Thb matter instantly burnt when it touched water, swam 
on its surface, reproducing potass. In dry oxygen gas likewise it burnt 
into perfectly dry potass. ''* 

^ The extreme delight which he felt when he first saw the metallic 
basis of potoMH," obHcrves Sir Humphrey Davy's brother, *' can only be 
conceived by those who are familiar with the operations of the laboratory, 
and the exciting nature of original research ; who can enter into his pre- 
vious views, and the analogies by which he was guided ; and can cam{»re- 
hend the vast importance of the discovery in its various relations of che- 
mical doctrine ; and, perhaps, not least, who can appreciate the workings 
of a young mind with an avidity for knowledge and glory commensurate ? 
I have been told that when he saw the minute globules of potassium burst 
through the crust of the potass, and take fire as they entered the atmo- 
sphere, ho could not contain his joy — he actually danced about the room 
in ecstatic delight, and that some little time was required for him to com- 
pose himself sufficiently to continue the experiment.'* 

The battery power employed by Sir Humphrey Davy in effecting this 
brilliant result consisted of a combination of twenty-four plates of copper 
and zinc twelve inches square, one hundred plates of six inches, and one 
hundred and fifty of four inches. As it is a peculiar property of the 
voltaic battery that the quantity of electricity transmitted by a series of 
plates is dependent on the size of the smallest plate of the series, it follows 
Uiat the power thus brought to bear was equal to that of a battery of 274 
pairs of plates of four inches square. The managers of the Boyal Insti^ 
tntion afterwards placed at his disposal a voltaic battery of 600 doul^e 
l^tes four inches square : and a still larger battery, consisting oi 2000 
l^lates, was constructed by subscription for his use. 

The important discoveries of Sir Humphrey Davy, by means of the 
ToltMC battery, caused increased attention to be paid to that valuable 
agent in chemical analysis, and voltaic batteries were made on a larger 
scale than any that had previously been constructed. It is related that 
when Napoleon heard of the decomposition of the alkalies by an English 
philosopher, he angrily questioned the samans of the Paris Institute why 
the discovery had not been made in France. The excuse alleged was the 
want of a battery of sufficient power. He immediately commanded one to 

• Memoirs of the Life of Sir Humphrey Davy, Bart., by John Davy, M.D. 
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be made; and when completed he went to the Institate to see it With hiB 
usual impetuosity, the Emperor seized hold of the wires, said before he 
could be checked by the attendant, applied them to his tongue. His 
imperial majesty was rendered nearly senseless by the shock; and as soon 
as he recovered from its eSeetB, he walked out of the laboratory with as 
much composure as he could asnmie, not requiring further experiments 
to test the power of the battery ; nor did he ever afterwards allude to the 
subject.* 

With the powerful Yoltaic batteries that were then constructed, the 
course of investigation into the constituent parts of bodies was stemdSfy 
pursued ; and numerous compound substances yielded up their elements 
to the decomposing influence. Substances that had resisted ihe greatest 
heat of the furnace were readily fused, and even the diamond was burnt 
in the voltaic arc, and its chemical character was identified with carbon. 

We must not omit to notice the attempt made during this period by 
Sir H. Davy to practically apply voltaic electricity for the prevention of 
the corrosion of the copper sheathing on ships. He had ascertained, when 
two metals in contact are immersed in a saline solution, that whilst an 
increased action takes place on one of the metals, caused by contact, the 
action of the solution on the other is diminished. Copper, for example, 
undergoes corrosion in sea-water ; but when zinc is in contact with.it the 
corrosion of the copper ceases. Sir H. Davy applied this principle to 
copper sheathing, by protecting it with strips of zinc. The experimoii 
succeeded scientifically by preventing corrosion, but it practically £uled ; 
Hmt the copper thus protected became covered with sea-weed and sh^flsh, 
which do not adhere to the corroded surface. Sir H. Davy was dtefky 
m<»rtifled at the failure of this experiment in a practical point of view ; 
but it has led to the discovery of an alloy of copper thi^ answers the 
purpose intended very successfully. 
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Diieorery of Electro-magnetum — Increase of the force by cdlli of wire— Electro-mag- 
nets — Tangential action of the force — Invention of the Galyanometer — Its application 
to telegraphic purposes— Discovery of Magneto-electricity — Magneto-electrical ma*- 
chinesT-Thermo-electricity — Faraday*s experimental researches — Introduction of 
new terms —Danieirs constant battery — Discovery of the electrotype process — De- 
velopment of electricity from high-pressure steam — Present state of electric science. 

Though the investigations, c(Hiducted with the powerful means at com- 
mand, elucidated many interesting facts, no striking incident occurred for 
several years ; and Dr. Bostock, in his History of Gahamsm, i^pears to 
have considered that discoveries by the agency of the voltaic battery had 
reached their end. His words are : " It may be conjectured that we have 
carried the power of the instrument to the utmost extent of which it 
admits; and it does not appear that we are at present in the way of 
making any important additions to our knowledge of its effectsv or q€ 

• Di; Paris'f^ Life of ^ir HumiE^car^ Dvrf • 
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obtaining any new light on the theory of its action." This was written 
in 1818; and in the next year a new light — almost as brilliant as any of 
the preceding flashes that had illumined its progress — ^was thrown on dec- 
trie science by the discovery of electro-magnetism. 

That a close relation subsisted between electricity and magnetism had 
been known from an early period of its history, and the identity of the two 
had formed a subject of discussion. 

Franklin and his contemporary electricians had communicated mag- 
netism to small bars of steel by the charge of an electrical battery ; and 
the power it exerted in destroying and reversing polarity was also known. 

It may be mentioned, as an indication that the question of the pro- 
bable identity of magnetism and electricity excited considerable attention, 
that in 1774 the Electoral Academy of Bavaria proposed as the subject 
of a prize-essay : " Is there a real and physical analogy between electric 
and magnetic forces ; and if such analogy exists, in what manner do these 
forces act on the animal body V* Though the prize was gained by a pro- 
fessor who maintained that the two powers were essentially distinct from 
each other, there were not wanting competitors who as strenuously main- 
tained that the forces were the same, though modified by special circum- 
stances. The impression, indeed, of the identity of electrity and magnetism 
continued very strong ; and it seems a remarkable omission in the investi- 
gations of philosophers, especially after the discovery of the voltaic pile, 
that no well-conducted experiments were undertaken to ascertain more 
oloiely the relations between the two forces. 

]hofessor (Ersted of Copenhagen, to whom the world is indebted for 
the discovery of this new and practically useful department of science, 
published a work in 1807, in which he described the analogies between 
magnetism and electricity, wherein there occurs the following remarkable 
passage : *' In galvanic action the force is more latent than in electricity; 
and it is still more so in magnetism than in galvanism. It is necessary, 
therefore, to try whether electricity in its latent state will not affect the 
magnetic needle." It does not appear, however, that (Ersted actually tried 
the experiment indicated in his book ; nor does any one else seem to have 
made the trial, though we now know that the question would have been 
determined by merely placing a magnetic needle over the wire connected 
with a voltaic battery. It was not till 1819, twelve years after he had 
pointed out the way to others, that CErsted followed the course he had 
indicated, and by bringing a magnetic needle in the direction of a voltaic 
current, ascertained that the conducting wire is itself magnetic. He found 
also that the nature of the conducting medium is immaterial to the result, 
and that whether the voltaic circuit be compelled through metals or 
through a fluid, the magnetic needle is equally affected ; being deflected 
in one direction when placed over the conductor, and in the opposite 
direction when under it. 

The discovery was no sooner made known than all those who were 
engaged in scientific researches throughout Europe pursued the inquiry 
with diligence, ^nd continually elicited additional facts, which bestowed 
increased importance on this correlative branch of electric science. MM. 
Ampere and Arago, of the French Academy of Sciences, having discovered 
that the direction of the magnetic force is tangential to the wire, suc- 
ceeded in multiplying the power by twisting the conducting wire into 
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s spiral coil. In this manner the action of the voltaic current was fre- 
quently repeated within a small area ; and bj adopting, this arrangement 
sufficient magnetic force was obtained to attract iron filings to the coil, 
and a steel bar placed within it was quickly magnetised. 

In September of the same year that Professor (£rsted*s discovery was 
known, M, Arago communicated to the French Academy that the electric 
current possesses the power of imparting magnetism to iron and steel; and 
Sir Humphrey Davy ascertained independently the same important fact, 
though somewhat later. 

It was ascertained that the coil of wire through which the voltaic cur* 
rent was transmitted in these experiments operated in all respects like a 
magnet ; but that the action ceased instantaneously when the current was 
interrupted. The power of the coil was found to be greatly augmented by 
introducing a bar of iron within it, to which bar magnetic pro|)erties were 
instantly communicated; but if the iron were pure and soft, those proper- 
ties ceased the moment that the electric circuit was broken. The nearer 
the whorls of the coil were brought together without touching, the effect 
was found to be more concentrated. To prevent the communication of the 
electricity laterally in the folds of the coil, the wire was insulated; by 
varnish in the first instance, and afterwards by winding silk or cotton 
round it, to prevent metallic contact ; that slight degree of separation 
being sufiicient to prevent the conduction of voltaic electricity. 

The insulation of the wire, trifling as the improvement appeasv to be^' 
afforded the means of increasing the power of elcctro-maffuctbm to a most 
astonishing degree. Not only could the wire of the coil be twisted dose 
together, but it could be wound upon itself many folds in thickness, each 
additional layer of wire giving increased magnetic effect. In this manner 
electro-magnets could be formed with sufficient attractive power to lift 
upwards of a ton ; yet this attraction, so for exceeding that of any arti- 
ficial magnet that can be made by other means, ceases the instant that 
the connexion is broken between the coil of wire surrounding it and the 
voltaic battery. 

Professor (Ersted having ascertained that the electric current passing 
through a conducting wire acts on the magnetic needle transversely in 
every position in which it can be placed, he inferred that the magnetic 
effect of the electric current is to give a circular motion round the wire. 
M. Ampere entertained the same view, and proved by experiment that 
the conducting wires of two galvanic currents, if free to move, would 
mutually attract each other. Dr. Faraday contrived an ingenious am>a- 
ratus for shewing not only the rotation of a magnet round a conducting 
wire, but the rotation of a conducting wire round a magnet. This seemed 
to confirm the previously announced theory of M. Ampdre, that magnetism is 
induced by circular currents round the magnetised bodies ; and it appeared 
also to introduce an anomaly in the action of moving forces, which are al- 
ways exerted in straight lines. The apparent anomaly may probably be re- 
moved by resolving tue circular motion, like that of all other bodies moving 
in curves, into the operation of two forces acting in different directions. 

The communication of rotary motion by electro-magnetism, and the 
powerful attractive force called into action in electro-magnets, were con- 
•idered to indicate a new and valuable source of motive power, that could 
be applied directly to the production of rotary motion. Numerous at- 
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tempts were made to apply the power to uBefdl puipoeee as a ralMtitate 
for steam, and the Dotion is not yet abandoned ; though there have beoi 
hitherto no practical results that lead us to expect the object will be aft» 
tained. 

A most valuable instrument in conducting researdies in voltaic elec- 
tricity was contrived shortly after the discovery of the magnetic inflnentt 
of the voltaic battery, and depending on that influence for its actioA« 
The low state of tension of voltaic electricity prevents it from being ap- 
preciable by the ordinary electrometer, excepting when the intensity is 
increased by the combination of a series of plates. An attempt was made 
by Mr. Pepys, in the very infancy of voltaic electricity, to obtain an indi- 
cation of its force by increasing the sensibility of the gold-leaf electrometor; 
and he so far succeeded that with a pile consisting of a series of ei^bfy 
pairs of plates, he produced a very decided deflection of the gold leaves, 
but the instrument aflbrded no indication of electricity with a much smalkr 
number.* 

The experiment that discovered electro-magnetism, at the same time 
pointed out the means of measuring its force. The deflection of the mag- 
netic needle by the conducting wire of the battery afforded a higU^ 
sensitive indicator of the excitement of voltaic electricity. When Hm 
method of multiplying the force by means of folds of insulated wire 
twisted into a spiral coil became known, it was quickly made available 
lor giving increased sensibility to the magnetic needle ; and in this manner 
galvanometers were constructed of such extreme delicacy as to deteet tiie 
minutest portions of electricity. 

The invention of the galvanometer suggested the application of that 
instrument to the purpose of communicating telegraphic signals. Thai 
plan has, after numerous improvements, attained such a degree of perfee* 
tion, that by the varied deflections of two galvanometer-needles commvai- 
eations are transmitted between places hundreds of miles asunder almsil 
as quickly as they can be written down. The idea of employing ekO' 
tricity, though in a diflcrent manner, for telegraphic purposes was indeed 
by no means new. So far back as 1774 a plan was proposed of transmit- 
ting signals through wires by causing pith balls to be deflected when an 
electric discharge was made. It was in 1830 that M. Ampere suggested 
the application of deflected needles, and in 1837 Mr. Alexander of Edin- 
burgh exhibited in London the first electric telegraph on that principle. 
The plan was, however, impracticable, as it required a separate magnetie 
needle and a separate insulated wire for each letter of the alphabet. 

We shall not attempt at present to follow the course of telegraphic 
invention, which will be fully described when we come to treat of the 
practical applications of electricity. It is sufficient in thb place to observe 
that since the application in 1837 of M. Amplre's suggestion, there have 
been at least one hundred patents obtained for different modes of t^ 
graphic correspondence, most of them based on the same principle^ or 
depending for their action on electro-magnetism ; and that hy employing 
electro-chemical agency, communications may now be instantaneously 
transmitted with a single connecting wire ten times faster than any one 
can write. 

« Philosoi^ical Journal, June 1801* 
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In pursuing investigations into the phenomena of electrieitj, Dr. 
Faraday was led to infer that as a current of electricity induces mag- 
netism, the magnetic force would induce electricity. Aided by the multi- 
pljring power of the coil, and by the sensitiyeness of the galvanometer, he 
was enabled to prove the correctness of the inference, and to establish the 
foundation of the branch of electric science termed nutgneUhelectricit^. 
His experiments were conducted in the year 1831, and shortly produced 
most important results. 

The induction of electricity by magnetism was in the first instaaee 
shewn by connecting a hollow coil of wire with a galvanometer, and th^i 
inserting within the coil a powerful steel magnet. Whilst the magnet 
remaincMd in the coil, the galvanometer gave nO indication ; but on quickly 
withdrawing the magnet, the needle was instantly deflected. A similar 
temporary deflection was observed to take place when the magnet was 
quickly introduced ; and in November of the same year Faraday derived 
still more complete evidence of induction by eliciting an electric spark. 
The effect produced by inserting and withdrawing the permanent magnet 
into and out of the coil of wire was found to be greatly augmented when 
an electro-magnet was substituted for the permanent steel one, and contact 
with the voltaic battery was rapidly made and broken. The instant that 
the iron was rendered magnetic, by making contact with the battery 
wires, the temporary transmission of electricity took place througk the' 
coil of wire whibh surrounded it ; and by making and breaking contaet 
with great rapidity, there was a continuous succession of electrical effects. 

The electricity thus induced in what is now termed the seconcUx/n/ cnr- 
rent was ascertained to be of a high degree of intensity, and to pass in a 
contrary direction to that of the primary current. The phenomena be- 
came more marked when the length of wire in the coil of the secondaay 
circuit was increased ; so that by adding to its length, a degree of intensily 
was obtained equal to that of a numerous series of plates of a voltaic 
battery, though the primary exciting cause which communicated magnetism 
to the iron was only a single pair. 

By improved mechanical arrangements, the principle of electro-dy- 
nanuc induction brought to light by the experiments of Faraday has been 
made to operate as a most powerful exciter of electricity. Magneto-elec- 
tric machines have been constructed with permanent steel magnets, that 
possess the power of the most intense voltaic batteries ; giving shocks 
that are insupportable, emitting sparks, and operating as active decom- 
posing agents. The instrument is also capable of being arranged as an* 
exciter of quantity-electricity in a comparatively lower state of intensity, 
so as to fuse wire, induce magnetism, and exhibit the other phenomena 
c<mimon to the voltaic electricity excited from a pair of plates of large 
size. This mode of exciting electricity, independently of the friction of 
electrics or of chemical action, seemed to present the advant^e of pro- 
curing a powerful agent with comparatively little labour and no cost of 
materials ; and attempts have been consequently made, with considerable 
snccess, to apply it to practical purposes, which we shall have subse- 
quently to notice. 

Though the world is indebted to Faraday for the development of the 
induction of electricity from steel magnets, the fact that electrical effects' 
ctmAd be 00 elicited had been imperfectly cUseovered tit the begimiing of 
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the present century ; but it had then no results, and was soon forgotten. 
The only notice of that discovery which we have been able to find occurs 
in the Monthly Magazine for April 1802, to this effect : — '^Ckdvanisni is 
at present a subject of occupation of all the Grerman philosophers and 
chemists. At Vienna an im})ortant discovery has been announced — an cvrti- 
/icial magnet, employed instead of Volta's pile, decomposes water equally 
well as that pile, or the electrical machine, whence it has been concluded 
that the dectric, galvamc, and magnetic fluids are the same." It is cu- 
rious to observe how thus in the course of time discoveries and inventions 
that have passed away and been disregarded, because circumstances were 
not then suited to their development, are revived in later years either by 
accident or original research and ingenuity, and become important ele- 
ments in the advance of science and the progress of civilisation. We may 
notice also, in the preceding announcement, that the fact of the correlative 
nature of the three forces, which has been established by the persevering 
investigations of modem philosophers, was anticipated fifty years ago. 

For the purpose of not breaking in upon the outline of the progress of 
electro-magnetism, we have passed by other discoveries of considerable 
importance to which it is necessary to revert 

An additional source of electricity was developed, in the year following 
the discovery of electro-magnetism, by Dr. Seesbeck, who communicated 
to the Academy of Berlin that he had succeeded in exciting electricity by 
the disturbance of temperature. He ascertained that two metals — anti* 
mony and bismuth being the most effective — ^when soldered together at 
their extremities and then heated at the joints, whilst the other ends 
are kept cool, produce a decided deflection of the galvanometer. This 
pri)perty of the metals has no reference to their eflficiency in voltaic ar- 
rangements, nor to their powers of conducting electricity. The effects first 
produced by Dr. Seesbeck were derived fi:om the combinatiofi of four bars 
of antimony and bismuth in the form of a rectangular frame, one comer 
of which was heated and the other covered with ice. 

Messrs. Nobili and Melloni succeeded in constructing thermo-electric 
piles by the combination of a series of bars of metal soldered together. 
With this apparatus most of the ordinary electrical phenomena have been 
produced, including the appearance of the electric spark, the decompo- 
sition of water, and the communication of magnetic properties. The 
quantity of electricity evolved by this means is, however, very small ; and 
thermo-electricity has yet assumed scarcely any importance ; though some 
philosophers are disposed to ascribe the magnetism of the earth to thermo- 
electric currents circulating round the globe. 

Long previous to the discovery of Dr. Seesbeck, the influence of 
heat in exciting electricity had been ascertained, though the knowledge 
was then limited to its effects on crystalline bodies. In 1717 M. Lemery 
exhibited to the French Academy of Sciences a stone, supposed to be 
tourmalin, which attracted light substances ; and the Duke de Noya per- 
formed many electrical experiments with that crystalline body ; but it was 
.^pinus who first shewed that heat was necessary to produce the pheno- 
mena. The Abb6 Haiiy, celebrated for his researches in crystallography, 
found that the electricity of the tourmalin decreased rapidly from the poles 
of the crystal, and that when broken, each fragment is electrical, and in a 
aimilar polar condition. He afterwards discovered that to]^az and many 
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other crystals of similar conformation exhibit signs of electricity when 
heated. Sir David Brewster has more recently discovered that the same 
property extends also to the crystals of many salts. 

The crystalline bodies which could thus be acted on by heat were 
called pyro-electricaL As their phenomena depend on the same exciting 
cause as that which produces electricity in variably expansive metals, they 
may be considered as belonging to thermo-electricity ; and we have deferred 
noticing them till they could be classed together with the crystalline metals 
that become electrical by heat. 

Professor Faraday commenced in 1832 a series of experimental re- 
searches into the nature of electro-chemical action, the results of which 
were published from time to time in the Philosophical Trcmaadions from 
1833 to 1844, and constitute most valuable contributions to electric science. 
One important point which these researches tend to prove is, that in the 
course of electro-chemical decomposition the elementary atoms of the 
compound substance acted on are transferred from atoni to atom of the 
fluid, in a continuous chain from one pole of the battery to the other; the 
conduction of voltaic electricity through fluids being thus dependent on a 
successive series of decompositions and recompositions in opposite direc- 
tions. Another important point which they may be considered to have 
established is, the law of definite electro-chemical action ; — that '' for 
a constant quantity of electricity, whatever the decomposing conductor 
may be, whether water, saline solutions, acids, frised bodies, &e,, the 
amount of electro-chemical action is also a constant quantity, L e, would 
always be equivalent to a standard chemical effect founded upon ordinary 
chemical afl&nity."* 

According to the views of Professor Faraday, electro-chemical decom- 
position is occasioned by '' an internal corpuscular action excited according 
to the direction of the electric current ; and that it is due to a force either 
superadded to or giving direction to the ordinary chemical affinity of the 
bodies present." He conceives, therefore, the effects of the decomposition 
'^ to arise from forces which are mtemal relative to the matter under de- 
composition—and not external, as they might be considered if directly 
dependent upon the poles.** 

To express these views of the action and direction of the forces ex- 
erted during electro-chemical decomposition, Faraday conceived that the 
terms previously employed were inefficient ; he therefore determined to 
introduce a nomenclature suitable to the modes of action indicated. He 
obtained the assistance of two classical friends to aid him in this under- 
taking, and the result was the application of several Greek terms to denote 
processes and things which had been long known by other names. It 
may seem presumptuous to question the propriety of the course adopted 
by that eminent philosopher, but so strong is our impression of the in- 
jurious effects of multiplying terms requiring constant explanation, that 
we venture to express our conviction that it has tended unnecessarily to 
encumber the study of electricity. 

The nomenclature of every science ought, in our opinion, to be ex- 
tremely simple, and, if possible, clearly expressive of the character or 
action of the thing or process designated ; nor do we perceive any eo^- 

* Experimental ReEeaxches in EYecindty,^ b^b. 
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valent advantage gained by the adoption of the words of a dead language, 
which often serve no better purpose than to conceal by their nnfRmiliftr 
sounds absurd, puerile, or questionable designations. The terms previ- 
ously in use to express the different electricfd phenomena and concUtions 
were so various as to afford ample choice to those who entertain differing 
views of the nature and actions of the electric fluid. There were '^ pbu 
and minua,^ " positive and negative,'* '' vitreous and resinous," to express 
the kinds of electricity excited ; — and ** electrics," " ideo-electrics," *^ non- 
electrics," " conductors," and " non-conductors," to indicate the electrical 
quaUties of different substances. When voltaic electricity gave rise to new 
terms, the copper or zinc '* end" of the battery was an intelligible English 
expression to denote what those more fond of classic names called '^ ter- 
minus," and which afterwards received the name of "pole.** Posses- 
sed of thb abundance of expressions, we do not conceive that any good 
purpose is answered by adding to the list a number of Greek words and 
terminations to express supposed analogies in the action of the voltaic 
battery. Faraday himself had evidently misgivings on the subject ; for 
after explaining the meaning of the new terms, he adds : '' I do not mean 
to press them into sen^ice more frequently than will be required ; for I 
am fuUy aware that names are one thing, and science another ;" and he 
afterwards found it advisable to change some of the terms for " such 
as were at the same time simple in their nature, clear in their reference, 
and free from hypothesis."* It is to be wished that he had from the 
first acted on his own judgment and knowledge, without being guided by 
his learned friends. 

As it is our intention to present a clear and intelligible view of the 
science of electricity free from unnecessary technicality, we shall endea- 
vour to avoid using any portion of the nomenclature constructed by Pro- 
fessor Faraday's philological friends ; but as those terms will be often met 
with in other works on the subject, they must not be passed by unnoticed. 
We therefore adopt the following abbreviated explanation by Mr. Noad :f 

" What are called the poles of the voltaic battery are merely the sur- 
faces or doors by which the electricity enters into or passes out of the 
substance suffering decomposition ; Faraday hence proposes for them the 
term electrodes, from ijXtKTpoy and ohocf a woy, meaning thereby the sub- 
stance or surface, whether of air, water, metal, or any other substance, 
which serves to convey an electric current into and from the decomposing 
matter, and which bounds its extent in that direction. 

^^ The surfaces at which the electric current enters and leaves a decom- 
posing body he calls the cmod^ and cathode, from ava, upwcurds, and oIoq, 
a way — the way which the sv/n rises; and jcara, downwa/rds, and bhoQ, a tvay 
— the wa/y which the sv/n sets. The idea being taken from the earth, the 
magnetism of which is supposed to be due to electric currents passing 
round it in a constant direction from east to west,^^* — " The anode is, 
therefore, that substance at which the electric current enters; it is the 
negative extremity of the decomposing body ; is where oxygen, chlorine, 
acids, ike. are evolved, and is against or opposite the positive electrode. 
The cathode is that surface at which the current leaves the decomposing 

♦ Experimental Researches in Electricity, vol. i. ^ QQ^, 
f Lectures on Electricity. 
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body; the combustible bodies, metals, alkalies, and bases are evolved there, 
and it is in contact with the negative electrode." — " Compounds directly de- 
composable by the electric current are called electrolytes, from ^Xeicrpov and 
\vk}, to set free — ^to dectrolyze a body is to decompose it electro-chemically : 
the elements of an electrolyte are called tons, from idfy, participle of ihe 
verb cl/ii, to go ; cmions are the ions which make their appearance at the 
anode, and cations are the ions which make their appeaiiance at the 
cathode, and were termed the electro-positive elements.** — " Mr. Daniell 
proposes frirther to distinguish the doors by which the current enters and 
departs by the terms zmcode and pUUinode; the former being the plate 
which occupies the position of the generating plate in the batteiy, and the 
latter of the conducting plate.*' 

We have abstained from noticing the many alterations and improve- 
ments in the form and construction of the voltaic battery that have been 
introduced since the original discovery by Volta^ partly because those 
which are of practical importance will be afterwards described, and partly 
also because such improvements are not of a character to produce any 
notable impression on ihe course of electrical disco veiy. The " constant*' 
battery of Professor Daniell, however, invented in 1832, requires to be 
noticed in this place ; not only from the distinguishing principles of its 
action, but from its influence on the discovery of the process of electro- 
metallurgy. 

In the arrangement ^ cauron/ne de tosses of Volta, and in all subsequent 
contrivances for exciting voltaic electricity, the action of the batteiy dimi- 
nished rapidly after the first minute. This was attributable to the com- 
bined causes of the collection of bubbles of hydrogen gas and the reduction 
of the oxide of zinc on the conducting plate. Professor Daniell, with a 
view to remove these obstructive effects, separated the fluid in which the 
zinc plate was immersed from that of the copper by an animal membrane, 
the interposition of which did not retard the passage of the electricity, 
whilst it effectually prevented the deposition of zinc on the copper plate. 
The collection of bubbles of hydrogen gas on that plate still, however, 
operated against the perfect action of the battery. To remove this impe- 
diment^ the copper plate was immersed in a saturated solution of the 
sulphate of copper, which was kept separate from the acidulated solution 
surrounding the zinc plate by the animal membrane. By this arrangement 
the evolution of hydrogen gas was altogether prevented ; for as quickly as 
detached from its combination with the oxygen of the fluid menstruum 
by the chemical action on the zinc surface, it seized on the oxygen of the 
metallic salt, and the metal before held in solution was deposited on the 
copper plate of the battery. Both of the previously existing causes of the 
diminution of the -force of the battery were thus removed, and by keeping 
the solution in a saturated state, the action of the voltaic battery was 
steadily sustained. This '' constant** battery of Professor Daniell has 
proved a most valuable aid in prosecuting researches and in conducting 
processes that require the continuance of voltaic action for several days 
with the same amount of force. 

The deposition of pure metallic copper from the solution of the sul- 
phate, and the increase in weight of the conducting-plate by the aggrega- 
tion of particles of copper, could not fail to be observed from the earliest 
use of the '' constant*' battery ; and Professor Daniell noticed that on the 
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remoYal of some portion of the deposited copper, the parts detadied pre- 
sented exact copies of the irregularities of the sm&ce of the plate. Mr. 
De la Rue, who indeed preceded Professor Daniell in the use of a solution 
of sulphate of copper as the exciting fluid of an ordinary batterj, sent 
a communication to the Philosophical Magcudne^ puhlishc^l in December 
1836, in which he mentions particularly the remarkable appearance of the 
deposited copper : " So perfect," he observes, " is the sheet of copper thus 
formed, that on being stripped off, it has the polish and even a coun- 
terpart of every scratch of the plate on which it was deposited." 

We perceive, therefore, how closely Mr. De la Rue had arrived at the 
discovery of the electrotype process. It was, in fact, the process itself; 
conducted, however, without appreciation of its value, and without any 
idea of its practical application. 

In the earliest period of the history of voltaic electricity, indeed, we find 
that M. Cruickshanks had observed that metals were " revived" from their 
solutions at the negative pole of the battery; and in 1805 M. Bmg- 
notelli stated that he had *' gilt in a complete manner two large silver 
medals, by bringing them, by means of a steel wire, into communication 
with the negative pole of a voltaic pile, and keeping them immersed in 
ammoniuret of gold, newly made and well saturated." It was not, how- 
ever, till 1839 that any practical application was made of the deposition of 
metals from their solutions. There are three competitors for the honour 
of the priority of invention ; but each one has the merit of having origi- 
nated it about the same time independently of the others. M. Jacobi of 
St. Petersburgh asserts that he made the application of the process in 
February 1837; but the first notice of his experiments made known in 
this country was published in the Athenceum of May 4, 1839. In 1837, 
Mr. Spencer of Liverpool had obtained a counterpart of the head and 
letters reversed of a penny-piece, which he had fortuitously used as a con- 
ducting-plate in his battery ; and on the week following the publication 
of the notice of M. Jacobi's experiments, Mr. Spencer gave notice that he 
should read a paper at the Liverpool Polytechnic Institution, containing 
the results of his experiments on the same subject ; but the reading of it 
was deferred till September. In the mean time, a letter in the Meclianici 
Magazme, from Mr. Jordan, a printer, gave a fiill and accurate description 
of the process. It, however, attracted no attention ; and the matter 
dropped until Mr. Spencer's paper was read in Liverpool, illustrated with 
various specimens of electrotypes. 

The first efforts with the electrotype process in this country were limited 
to obtaining fac-similes of coins and medals. It was endeavoured to be 
carried out on the Continent on a large scale, by applying it to the manu- 
facture of all kinds of copper vessels ; but we believe *the operation was 
found more costly than the ordinary mode of fabrication. 

Electro-chemical metallic deposits have been successfully applied to 
coating natural objects with a film of metal, to the transference and mul- 
tiplication of elaborately-engraved plates, and even the delicate pictures of 
the Daguerreotype have been solidified by this means. But the most ex- 
tensively-useful application of the process has been to silver-plating and to 
gilding. Electro-plating has been carried to a high state of perfection, 
and in many respects it possesses considerable advantages over the old 
modes of operating. Electro-metallurgy is yeit, \io^«vet, m Its infancy ; 
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and though the experiment of fabricating metallic vessels by means of 
electro-chemical deposition has hitherto failed as a commercial under- 
taking, it is not improbable that further improvements — especially the 
discovery of some cheaper means of exciting electricity for practical pur- 
poses — may eventually render it an important branch of manufacturing 
industry. 

A new and very unexpected source of electricity was discovered in 
1840 in effluent high-pressure steam. The discovery arose accidentallyi 
owing to the issue of steam from a fissure in the boiler of a steam-engine 
at Seghilly neiir Newcastle. The engineer happened to have one hand in 
the issuing steam, whilst he touched the lever of the valve with the other, 
and was surprised to see a bright spark, accompanied by an electric shock. 
The same effect was produced whatever part of the. boiler he touched, pro- 
vided one hand was in the effluent steam. 

Mr. Armstrong, to whom the fact was communicated, instituted several 
experiments with a view to develop the phenomena and ascertain their 
cause. He obtained sparks four inches in length from the issuing steam, 
by holding in it a bundle of wires, insulated by a glass rod, or held by a 
person standing on a glass stool When the boiler was insulated, the 
electrical effects were increased, and it was found that more electricity 
could be drawn from the boiler itself when thus situated, with the steam 
issuing from it, than was collected by holding a conducting body in the 
steam. The electricity of the boiler was generally found to be negative, 
and that of the steam positive. 

One of the extraordinary features of this discovery was the grea^ 
quantity of electricity evolved. Mr. Armstrong in his experiments with 
a locomotive boiler produced effects upwards of seven times greater than 
those from a plate-machine three feet in diameter, working at the rate 
of seventy revolutions in a minute ; and the apparatus at the Poly- 
technic Institution, which was constructed purposely for the evolution 
of electricity from high-pressure steam, produces much more powerful 
effects. 

The cause of the development of electricity by this means was at first 
considered to be owing to the capacity of steam for the electric fluid being 
much greater when in its expanded state than when compressed within 
the boiler ; and the phenomenon of the excitement of so large an amount 
of electricity by change of state was thought to afford a satisfactory illus- 
tration of the generation of atmospheric electricity. This explanation was 
so simple, and appeared so completely in accordance with the Franklinian 
theory of electrical excitement, that it seemed to command belief; and we 
must admit it was with considerable reluctance we felt compelled to 
abandon it. Professor Faraday undertook to investigate the question ; 
and by a long series of well-devised and carefully -conducted experi- 
ments, he appears to have proved very conclusively, that in the evo- 
lution of electricity the steam acts only a secondary part ; and that the 
immediate cause of the electrical excitement is the friction of particles of 
water against the sides of the jet whence the steam issues. In pursuing 
the experiments with compressed air and gases, as substitutes for steam, 
the same results were obtained when the tubes and jets contained \Skaw 
ture ; but no electricity was apparent when tYie ra «biv^ ^w^^s^ ^«t^ ^cc^ • ^ 

An apparatus on a small scale for expeninfeTi\IvcL^ otL VJsi^ <Si»Qi«c\ss*»"^ 
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erolved by effluent steam is one of the wants of the laboratoiy; and 
without such means of investigation, the subject has not reoeived so much 
attention as it deserves. The great amount of electricity, of high inten- 
sity, that can be thus excited, might probably by some more convenient 
arrangement be rendered practically useful. 

Since the discovery of the evolution of electricity during the emission 
of high-pressure steam, there has been no marked advance in electric 
science. The last ten years have, however, been distinguished for nume- 
rous ingenious applications of electric force, which has been made to 
subserve almost dl kinds of purposes, firom the transmission of thought 
to the performance on musical instruments. 

We have endeavoured in the preceding sketch to nota and render 
intelligible those successive stages of discovery and of inductive investi- 
gations which have given to electricity, though comparatively a science of 
recent date, a rank as high, and a character as important and interesting^ 
as that of any other of &e physical sciences. Though so much has been 
done in developing and in practically applying electrical phenomena, much 
more remains to be accomplished : the field is yet oiUy partially culti- 
vated. A large tract remains unexplored, in which we anticipate suc- 
ceeding cultivators will bring to light additional facts as extraordinary as 
any hitherto discovered. Their labours may remove the veil that at 
present obscures the nature of the connexion between frictional electricity, 
voltaism, heat, and the magnetic force; and may elucidate the mysterious 
influence which electricity is known to exercise on the functions of vi- 
tality. 
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CHAPTER V. 

GENEBAL PBOPEBTIES. 

Static and current Electricity — Electrical excitement by fHction — Attraction and repuU 
fion — Illustratire experimentf — Electrics and conducton — All fubetancea electrics 
when insulated — The opposite kinds ot Electricity — Xegatire and positire electrics 
changeable — Mutual dependence of the two Electricities — Electrical induction — The 
Electrophorus — Influence o( conductors on surrounding bodies — The Electrometer 
— Various inductire powers o( electrics— Explanation €f all electrical phenomena 
by induction — The two theories ot Electricity. 

Lf the foregoing outline of the history of electricity we have traced the 
progress of the science from the first feeble spark to its identification with 
the lightning's flash; and thence— pursuing its course into the vast field 
which the excitement of electric force by chemical action has opened — ^we 
have endeavoured to follow its rapid strides since Galvani convulsed the 
limb of a frog, Yolta constructed his wonder-working pile, Davy decom- 
posed the alkalies and earths, and (Ersted detected magnetism in the elec^ 
trie current, tiU Faraday, revendng the process, has from magnetism 
eliminated electric fire. 

We have now to describe more particularly the great variety of elec- 
trical phenomena, and the means by which they are produced in the 
present advanced state of the science. In doing this we shaU proceed 
nearly in the same order in which the leading fietdts presented themselves 
in our historical sketch ; commencing, in the first place, with the phe- 
nomena of frictional, or as it is more frequently called ''static electricity." 
The latter term is applied to distinguish the action of the force excited by 
friction from that of the voltaic battery ; frictional electricity exhibiting 
itself in a state of equilibrium, and remaining comparatively at rest, ex- 
cepting during the instant of discharge; whilst voltaic electricity appears 
to be constantly in motion from one pole of the battery to the other, and 
has hence been called current electridty. 

The friction of a glass rod or stick of sealing-wax, adopted by the early 
electricians as their only means of exdting electricity, affords the simplest 
mode of exhibiting the phenomenon of electrical excitement. A glass 
tube about two indbes in diameter and two feet long answers the purpose 
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very well. It should be made perfectly dry, and then corked at each end; 
and if varnished inside, to prevent the condensation of moisture on the 
{[^lasH, it will be better. A piece of black silk, on which some of the amal- 
gam of mcrcur}% zinc, and tin, has been spread, forms the best mbber. 
On rubbing the tube briskly with the silk, after both have been first 
warmed, electricity will be excited in almost all states of the atmosphere ; 
and when the weather is fine and frosty, loud cracklings will be heard. 
In the dark, flashes of light will be observed darting from the tube to the 
hand that holds it ; and on presenting the knuckle within an inch or two 
of the excited glass, sparks will be emitted, accompanied by a slight tin- 
gling sensation. 

When a downy feather is held at some distance from the excited tube, 
the fibres will be attracted towards it, and when liberated, the feather will 
rush to the glass. In a short time, however, the downy parts will be ob- 
Horved to separate from each other, and when the feather is charged with 
electricity, it will fly off nearly as rapidly as it was attracted. The feather, 
when thus repelled from the tube, will not again approach until it has 
]>arte<l with its cl;arge of electricity ; and to enable it to do so, it will rush 
towards the hand or towards the nearest conducting body. If, however, 
l>eforo the feather has had the opportunity of parting with the charge, the 
excited tube is brought near, it is repelled farther off, and it may in tins 
manner lie cluised round the room, and kept suspended in the air. 

The feather, when in a charged state, exerts an attractive force on all 
surrounding bodies equal to that with which it is attracted towards them ; 
and if a light conducting body were suspended near, they would rush to- 
wards each other with c(^ual forces, and with velocities inversely propor- 
tioned to their respective weights. The same law also regulates the 
repelling force ; and wlien two light bodies charged with electricity from 
the gloss tube are suspended near to each other, they will be mutually 
repelled. If two small pieces of cork, for example, or what is still better, 
two pith balls, are suspended by strings of equal length so as to touch, 
and they are then charged with electricity from the glass tube, they repel 
each other and keep apart until they are either touched by a conducting 
body, or the electricity is gradually discharged into the air. 

The properties of electric attraction and repulsion may be illustrated 
in a great variety of ways, some of which are extremely amusing. If a 
number of small figures are cut out in paper, or carved out of pith, and an 
excited glass rod be held a few inches above them on the table, the figures 
will immediately commence dancing up and down, assuming a variety of 
droll positions. A favourite posture, if we may so express it, of these little 
figures, is that of standing on the head or on one hand, presenting a foot 
towards the glass, their little frames being agitated all the time with a qui- 
vering motion. From this position of the figures may be learned the fact 
that first suggested to Franklin the means of drawing lightning from the 
clouds. The sharp edges and comers of the paper serve as points to draw 
off the electricity from the excited glass tube, and each one of the figures in 
that posture is operating, on a small scale, in the same manner as the 
lightning-conductor on a church-steeple when a thunder-cloud is passing 
over it. This action of the edges and points of the paper in drawing off 
the electricity at a distance, prevents the figures cut out in paper from 
dancing so energetically as those made of pith, and pith balls act more 
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briskly than either. The experiment c 
be ehevn better by means of an electrical 
machine than with the excited tube, by 
Buspending horizontally from the prime 
couductor a metal disc a few inches above 
a flat metal amface conuected with the earth, 
on which the figures are placed. By this 
arrangement the dancers have more space 
for their lateral gyrations, and sometimes 
waltz together very laughably. 

Experiments illustrative of electric at- 
traction and repulsion may be greatly diver- 
sified when an electrical machine is used, so 
as to increase the quantity of electricity and 
to conveniently apply it. Among the appa- 
ratus commouly employed for exhibiting this 
properi:y in an amusing manner ia a doll's 
head with long hair. When attached to 
the prime conductor of the machine, the hairs 
stand erect, presenting an exaggerated repre 
Bcntation of fright. 

A dry glass tumbler becomes charged by 
grasping it with the hand and presenting the 
inside to a point fixed on the conductor. If it 
be then placed over a number of pith balls on 
the table, the balls dance up and down with 
great rapidity, each ball being first attracted to 
the top or to the sides of the glass, and when 
chained is repelled or falls on to the table, where 
it discharges the electricity it has received, and 
is again attracted to the glass. In this manner 
the tumbler ia gradually discharged of its elec- 
tricity. The outside of the glass is equally 
charged with the inside, though negatively, and parts 
with its electricity to the air or surrouuiling bodies 
in proportion to tiie discharge of the interior surface ; 
it being one of the laws of statical electricity, that 
one surface of a non-conducting body cannot be 
charged without the other, as will be explained more 
fully when we come to the couaideration of the phe- 
nomena of electric induction and the Leyden jar. 

The bell apparatus, for ringing bells by means 
of electric attraction and repulsion, is a good illus- eg, 3. 

tration of those farces. A metal rod, fig. 4, fixed 
horizontally to the prime conductor of the machine, serves to suspend 
three or more small bells. When three bells are employed, the two end 
ones are bung by wires or chtdns, and the central one is suspended by a 
silk thread to insulate it from the conductor, thiongh a metallic communi- 
cation is made from it to the table by a chain. Two small metal clappers 
are also suspended by insulating silk threads from the horizontal rod. 
When the machine is put in action, the bells at each end of the rod being 
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connected with the condnctor by metal connee- 
tioDB, become charged with electricity, and at- 
tract the clappers, which being instantaneoiuiy 
charged are as quickly repelled and attracted to 
the central bell, connected with the table, at 
which their electricity is discharged. The clap- 
pers are then again attracted and strike against 
the other bells, and by these brisk alternate 
attractions and repulsions keep ringing as long 
, as tbe machine is in action. It was by attach- 
ing .a set of belU of this kind to his lightning- 
conductor, that Dr. Franklin received notice, 
hy their ringing, whencTer a thnuder-dond 
was passing over the apparatus. 

One of the effects of electrical attraction is 
>f . *■ exemplified in its acfaon on ninning flnids, 

causing them to flow more quickly. Let a metallic cup, for 
example, fig. 5, containing water, and with a small opening at 
the bottom, be suspended from the prime conductor of an elec- 
trical machine. If the aperture be so small as to allow the water 
only to issue by drops when the machine is not in action, the 
flow will be increased to a stream as soon as the electricity ia 
f ) excited. The water being charged with positive electridty, it 
i^Bf is attracted with increased force towards the earth, and that 
LJ force, added to the attraction of gravitation, produces the more 
V^ rapid flow. 

The early electridana appear to have had no knowledge of 
Hg.s. variations in degree of conducting power, nor of electrical ex- 
citement, in different substances ; but more recent investigatioDS 
have shewn that conductors and electrics ore blended together by such 
inappreciable degrees, that it is impossible to say to which clasa some of 
the iotermediate bodies belong. As all substances probably are capable 
of electrical excitement, they might consequently be all classed in the 
list of electrics, guttA-percha being at the head, and gold or copper at the 
bottom. On the other hand, as all substances conduct electricity iu vari- 
ous degrees, they might all come within the class of conductors, in which 
case the order would be reversed. So different, indeed, is the conducting 
power of bodies usually considered as conductors of electridty, that water, 
which is classed as a conductor, offers three million times more resistance 
to the electric fluid than copper. 

It is a remarkable fact in the conduction of electricity, that imperfect 
conductors can compensate by quantity for their deficiency in quality. Thus 
assuming that in equal bodies of copper and water the latter would not 
conduct more than the three-millionth part of the quantity of electricity in 
the same time that would pass by the copper, yet by increasing the qnaii' 
tity of water in a proportionate degree, the resistance in both cases would 
be eqnal. We shall have occasion to shew, indeed, in speaking of electric 
telegraphs, that when the conducting power of water ia brought to operate 
on an extensive scale, thie resistance it offers to the passage of electricity 
diminishes to an inappreciable quantity. 

The principal condnetors of electrici^, arranged in the order of their 



Copper. 
GoJd. 


Platinum. 
Charcoal. 


Silver. 


Plumbago. 


Mercury. 


Strong acidi. 


Iron. 


Soot. 


Tin. 


Metallic oref. 


Lead. 


Diluted acidf , 


Zinc 


Saline lolutioni. 
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conducting powers, ia subjoined. It is difficult, however, to determine 
how far such a list should extend, since all substances conduct in a greater 
or less degree. 

Animal fluids. 

Sea water. 

Fresh water. 

Ice and snow ahose zero. 

Vapour. 

Rarefied air. 



We have previously noticed that the best electrics are the worst con- 
ductors of electncity, and that all substances may be considered to be elec- 
trics or non-electrics in proportion to the resistance they offer to the 
conduction of electricity. As gutta-percha offers more resistance to the 
passage of electricity than any other body, it may conseouently be consi- 
dered the best electric ; and copper, being the best conauctor, should be 
the fiorthest removed from the condition of electrical exdtement. A copper 
rod may, however, be converted into an electnc by insulation ; but when 
a metal rod is excited by friction, the electricity is discharged at once, 
when a conducting body is brought near, instead of parting with the elec- 
tricity by slow degrees, like an exdted tube of glass. It seems probable 
that electricity is always excited by friction under every circumstance, 
though it is only observable in those substances that have the power of 
retaining it on their surfaces after being excited. The mere movement 
of the feet along the carpet is sufficient to excite electricity ; as may be 
•hewn by placing the hand on a delicate electrometer whilst the feet are 
in motion. 

The experiment which led Du Fay to the discovery that there are two 
kinds or states of electricity may be easily repeated. Having caused a 
feather to be repelled from an excited glass tube, excite a stick of sealing- 
wax, or what is better, a rod of gutta-percha, and the feather which has 
been repelled by the glass will be attracted by the gutta-percha. Then 
holding the glass tube in one hand and the gutta-percha in the other, the 
leather will be alternately attracted and repelled, and with greater force 
than when a conducting body connected with the earth is brought near 
to either of the excited electrics and the feather. After a succession of 
attractions and repulsions, the electricity of the excited glass and gutta- 
percha is discharged, the feather having acted as a discharger from one to 
the other. This experiment clearly shews that, the electncity excited in 
glass, whilst it apparently repels bodies similarly electrified, attracts those 
that are electrified by wax or gutta-percha. The phenomenon of mutual 
attraction is shewn more brisldy if a piece of gold-leaf or suspended pith 
ball be substituted for the feather; for the downy fibres of the latter tend 
to dissipate the electricity quietly from their distended points, and thus 
prevent the feather from becoming fiilly charged. 

A still more satisfactory way of exhibiting the different actions of the 
two kinds of electricity is to sucpend two pith balls by threads of equal 
lengths from an insulated metal conductor, as represented in fig. 6 ; c o 
being the pith balls suspended from one end of the horizontal metal cy- 
linder Af and insulated from the earth by the glass leg b, fixed into a 
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^ wooden base. Touch the end a with 

an excited glass tube, and the pith balls 
will separate and will continue apart 
when the tube is removed, each one 
being electrified with the electricity 
of the glass. If an excited stick of 
sealing-wax be then brought near, the 
expanded balls will collapse, even be- 
fore the wax touches a. On remov- 
ing the excited wax without touching 
the horizontal rod, the pith balls will 
H' 6. again separate, and will be in the same 

electrical condition as before. But if 
the excited stick of wax come in contact with the rod, or approach it so 
near as to transmit a spark, the state of electricity becomes changed, and 
the balls will then expand with the opposite kind of electricity. When 
the excited wax is again brought near, the pith balls will expand more 
widely instead of oollapsing, as before, and the excited glass tube, which 
previously made the balls expand, will now cause them to collapse. 

It appears, therefore, that the electricity communicated to the balls 
by the excited glass differs essentially in its attractive properties from 
that communicated by the excited wax ; and Du Fay, who first disco- 
vered the difference, distinguished the opposite states of electricity by the 
terms vitreous and resmovs. These terms are still retained by those elec- 
tricians who conceive that there are two electric fluids ; but those who, 
with Franklin, entertain the opinion that the different attractive actions 
are occasioned by the plus or minus state of the same electric fluid, call 
the electricity excited by glass positive, and that excited by resin negative. 
Shortly after the discovery of the difference of the two electrical con- 
ditions, all the known electrics were classed according to the kind of 
electricity each one excited ; but such classification was afterwards found 
to bo very fallacious, for the state of electricity depends, with few excep- 
tions, on the rubber employed. Even glass and resin, which are con- 
sidered the types of the two distinct classes of electrics, may be made to 
interchange their states of electrical excitement; for glass when rubbed 
with the fur of a cat yields negative electricity, and resin becomes posi- 
tively electrified when rubbed with metals. The fur of a cat is the only 
known substance that does not alter its electrical state with whatever it is 
excited. In the following list of electrics, those which come first excite 
positive electricity when rubbed with any of those that follow, and are 
negative when rubbed with those that precede. 

Fur of a cat. Feathers. Silk. 

Polished glass. Wood. Gum lac. 

Woollen cloth. Paper. Rough glass. 

The change of electrical excitement seems to depend more on the na- 
ture of the surface than on the inherent quality of the electric ; for in the 
preceding list it will be observed that glass is positive when polished, and 
is strongly negative when roughened. The following table, given by Ca- 
vallo as the results of experiments, shews more fully the changes effected 
hjr different ruhherB, It will be observed, however, that the relative dec- 



GENERAL PROPERTIES. 



53 



trical conditions do not exactly agree with those mentioned in the fore- 
going list. 



Substances excited. 
Back of a cat . . . 
Polished glass . . . 



Rough glass 

Tourmalin. . 
Hare-skin . 
White silk . 



Kind of electricity. 
Positive . . . . 
Positive . . . . 
Positive .... 



Black silk 

Sealing-wax . . . . 
Baked wood .... 



Negative . 

Positive . 
Negative . 
Positive . 
Negative . 
Positive . 
Negative . 
Positive • 
Negative . 
Positive . 
Negative . 
Positive . 
Negative . 






The rubbers. 
Every substance tried. 
Every substance but the back of a cat. 
Dry oiled silk, sulphur, metals. 
Woollen cloth, paper, wax, the human 

hand. 
Amber, a current of air. 
Diamond, the human hand. 
Metals, silk, leather, hand. 
Finer fun than hare-skin. 
Black silk, metals. 
Paper, hand, hair. 
Healing- wax. 
Furs, metals, hand. 
Metals. 

Furs, hand, leather, cloth. 
Silk. 
Flannel. 



These facts respecting the change of electrical state from positive to 
negative are difficult to explain on any known hypothesis. If we adopt 
the theory of Franklin, and infer that the positively electrified bodies only 
are the exciters of electricity, then we must assume, in those cases where 
a change in the kind of electricity is produced by a change of rubber, that 
the body on which positive electricity is excited is always to be regarded 
as the electric. Thus when glass which has been positively excited by 
friction with silk becomes negative by friction with the fur of a cat, it 
must in the latter case be regarded not as the electric, but as the rubber. 
The frequent change of state from positive to negative, which we shall 
have further occasion to notice, presents, indeed, one of those mysteries 
of electric science of which no satisfactory explanation has hitherto been 
afforded. 

One of the remarkable features of the two electricities is their depend- 
ence on each other. Positive electricity cannot be excited without the 
excitement at the same time of an equal amount of negative electricity, 
nor can the latter be excited without the evolution of positive electricity. 
Thus, when a tube of glass held in the hand is rubbed with silk, the hand 
holding the silk has a quantity of negative electricity communicated to 
it equal to the positive electricity excited in the glass. In ordinary 
circumstances the negative electricity is not apparent, because it is con- 
ducted to the earth as quickly as it is 
evolved ; but when the person who is ex- 
citing the glass tube is insulated from the 
ground, sparks of negative electricity may 
be taken from any part of his body. Not 
only is it impossible to excite positive or 
negative electricity without at the same 
instant exciting electricity of the opposite 
kind, but the presence of an excited elec- 
tric induces in bodies at a distance from 
it the opposite electrical state. When an 
excited glass tube is placed at the distance ti^.i. 
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of 9 foot from the end p of the horizontal insulated metal cjrlinder n p, 
furnished with pith balls at each end, the balls will be immediately ^ 
tended by the influence of the excited tube, though no electricity is com- 
municated to them directly from the glass. On the removal of the tube 
to a greater distance, the baUs will collapse, and no trace of electricity 
can be detected in the rod. But if the finger or any other conducting 
body touch the end n whilst the balls are distended under the influence of 
the glass tube near p, and it is withdrawn whilst the influence is exerted, 
then on removing the tube the balls will remain distended, the rod having 
received a charge of negative electricity. The electrical state of the rod 
may be easily tested by bringing the glass tube near it again, when the 
balls will be seen to collapse on its approach, instead of expanding as at 
first. 

Having touched the rod to remove the electricity, again bring the 
excited glass tube near the end p, and whilst the balls are distended under 
its influence, let an excited stick of sealing wax be brought near the same 
end, and the balls will partially collapse ; but if the excited wax approadi 
towards the other end, they will be separated still farther apart. 

In this experiment the approach of the positively excited glass tube 
towards the insulated rod repels the electricity to the end farthest firom 
the excited tube. The equilibrium of the natural electricity in the rod is 
thus disturbed, and it exhibits electrical phenomena without in fact having 
received any charge of electricity. According to the theory of Franklin, 
the rod has parted with a portion of its natural electricity, which was re- 
pelled to one end by the excited glass, and it is left in a mmvs state until 
it regains its natural quantity from surrounding bodies. 

These simple experiments aflbrd most satisfactory illustrations of the 
important property of induction ; and they should be, therefore, carefully 
studied in all their bearings. The fact has been satisfactorily established, 
that every excited electric induces electricity of an opposite kind in aQ 
surrounding bodies ; and that this influence is exerted through the air or 
any other non-conducting substance with instantaneous rapidity. There 
is no actual communication of electricity in these cases, but an attractive 
or repelling action is exerted only so long as the influence of the electric 
operates. The instantaneous transmission of this inductive force through 
bodies that ofler the most resistance to the conduction of the electric fluid, 
bears some analogy to the transmission of radiant heat instantaneously 
through the non-conducting air. How far the influence extends has not 
been ascertained, but it most probably obeys the same laws as heat and 
all other radiant forces ; extending indefinitely into space, but diminishing 
in quantity inversely as the squares of the distance. 

The property of induction is admirably illustrated in a very ingenious 
and useful apparatus invented by Yolta, called the Electrophorus. It 
consists of a thick flat cake of resinous substance laid upon a sheet of 
metal. The resinous cake being rubbed with hot flannel, the upper sur- 
face becomes charged with negative electricity, which induces an equal 
positive charge on the under surface in contact with the metal plate. A 
metal disc insulated by a glass handle is then pressed upon the excited 
resin. As the electricity cannot pass away through the insulating glass 
handle, the effect of the application of the metal disc on to the excited 
resin is to induce electricity on the surfaces of the metal, each surface 
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being in an opposite state ; the positive electricity being attracted to the 
surface nearest the resinous electric, and the negative being repelled to 
the upper surface. If the disc be pressed upon the resin, and removed 
without any connexion with the earth, the equilibrium of its two surfaces 
will be restored as soon as it is lifted from the influence of the electric, 
and it will exhibit scarcely any sign of having gained electricity by the 
contact. But if whilst resting on the excited resin, the upper surface be 
touched, the negative electricity is thereby withdrawn ; and when the 
disc is lifted away, it remains positively charged, and a strong spark may 
be taken from it. This operation may be repeated any number of tinies, 
for none of the electricity of the excited resm is communicated directly 
to the disc, which becomes electrical merely by the induction of opposite 
kinds of electricity on its two surfaces ; the equilibrium of its natural state 
being disturbed by the attractive force of the excited electric. When a 
plate of glass is substituted for one of resin, the electricity of the disc of 
course becomes reversed. The uj^er surface is then positive whilst under 
the influence of induction, and on allowing that to escape l^ communica- 
tion with the earth, the metal when removed from contact is in the nega- 
tive state. 

The continued supply of electricity from an 
electrophorus by a single excitement of the 
resinous plate renders this instrument occa- 
sionally very useful in electrical experiments, 
where a small quantity of electricity only is re- 
quired, as it is sufficiently powerful to charge a 
good-sized Ley den jar. Figure 8 represents 
the apparatus as generally constructed. The 
cake of resinous matter, a a, is poured on a 
circular wooden pan, lined with tin-foil ; o is 
the metal disc, usually made of brass, rounded 
at the edges; and b is the glass handle for the ^ ^ 

purpose of insulation. A sheet of gutta- ^' 

percha might be advantageously substituted for the resin, and a handle of 
baked wood varnished would serve nearly as well as glass. 

The induction of electricity through glass may be shewn by exciting 
one side of a thin plate when laid flat on the table. The glass when 
rubbed with silk becomes positively electrified on its upper surface, and 
the under surface is at the same time charged with negative electricity. ^ 
This may be shewn by lifting the glass by the corners and bringing it near 
the pith balls (flg. 6), after they have been distended by contact with an 
excited glass tube. It will then be seen that the balls will be distended 
farther when the upper surface of the pane of glass is presented to them, 
and that they will collapse on the presentation of the under surface. 

It has been already stated, that in every case of electrical excitement 
electricity is induced in all surrounding bodies. When an excited glass 
rod, for instance, is held in the middle of the room, the walls and every 
thing they enclose are under its influence, though it may be too feeble to 
be appreciated. The eflect of the excited gl^s is to attract a certain 
portion of negative electricity towards it, and a mutual attractive force 
is exerted between the excited glass and every ob^ec^ iVcvx^ YoJ^\i«xi^s^. 
Many persons are painfully sensitive of ttie appto«/(3Ei ol «* ^>a2cAKt•%^«t\a■^ 
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&iid often complain that there is " tbnnder in the air," when no Btorm 
Bucceecla. There can be no doubt that duiing tlie passing of a thimder* 
cloud electricity is induced in all bodies beneath j and Faradaj on this ac- 
count considers it dangerous to have iron roofs to powder-magaziDea. 
Such a roof might have electricity induced in it by the action of the 
electricity in the cloud, and a spari( might pass from the under anr&ce of 
the roof to the ground. 

The action of that useful instrument, the electrometer, depends for the 
most part on the induction of electricity. The simplest indicator of elec- 
trical excitement is tbe arrangement of two pith balls, already sbewn in 
fig. G. The weight of the balls, however, and tbe imperfect conducting 
character of the suspending string, prevent it from being very sensidTe. 
Bennett's gold-leaf electrometer is a much more delicate instrument It 
consists of a wide glass tube, about four incbes long, mounted on a metal 
stand, and covered with a metallic cap. From the inside of the cap there 
is a small projection, to which two thin strips of gold-leaf are attached. 
The extreme lightaess of tbe gold-leaf and its great conducting powv 
render it extremely sensitive to the action of small quantities of electricity; 
and tbe delicacy of the instrument is increased by fixing strips of tin-M 
on the sides of tbe tube, opposite to tbe gold leaves, wbicb are attracted 
towards them and diverge with very sligbt electrical excitement 

Fig. 9 represents the form of this usefiil indicator 
of tbe presence of electricity. Tbe brass cap a fits 
closely on to the tube b, and &om tbe cap the gold- 
leaves cc are suspended. Two strips of tin-foil, dd, 
are connected with the metallic base, and through i( 
with the earth. 

To increase tbe sensibility of this electrometer, 
metal discs, A B, called condensers, are added, one of 
which is attached to the brass cap, and the other is 
mounted on a support that is movable by a joint at 
tbe bottom, so that it may be removed to tbe position 
indicated by the dotted lines in the figure. By the in- 
duction of electricity on the surface of tbe movable 
times, and by its reaction on the 
electrometer, an accumulation of 
the electric force is effected ; by 
which means tbe preBeuce of 
otherwise inappreciably small 
quantities of electricity is de- 
tected. 

This instrument, and others 
of a similar construction, 
though called eUctrometers, do 
not indicate the quantity of 
electricity; and tbe najne deet- 
troacope, which has been re- 
cently applied to them, is more 
appropriate to their character. 
The torsion-balance of Coulomb, which has been previously noticed, 
jneasures the dectric force exerted, and may therefore with strict pro- 
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priety be called an electrometer. It consists of a 
fine rod of shellac, c, at each end of which there is 
a gilded pith ball, the rod and balls being suspended 
from the centre by a filament of spun-glass a. The 
ball d is similar to the others, and is also fixed to 
a rod of shellac, with a corresponding ball at the 
other end. The latter is called the carrier-ball, 
as it conveys electricity from the body to be tested 
to the electrometer. When applied to the excited 
body under examination, it receives a portion of 
the electricity, and on being then placed in its 
position in the instrument, the suspended ball that 
rests against it is repelled. By turning the screw 
h the two balls may be brought together; and the 
amount of torsion or twist given to the filament 
of glass, so as to overcome the electrical repul- 
sion, is measured by a graduated scale. 

The action of electrical induction takes place 
through all non-conducting bodies, though not with equal facility, the 
transmission of the influence being readiest through those substances which 
are the worst conductors of electricity. The term dielectrics has been given . 
to those bodies that permit induction to take place through them ; but it 
seems to be a useless multiplication of names, since all electrics are also 
dielectrics. The following has been ascertained experimentally to be the 
comparative order of the inductive power of the principal electrics : 

Specific Inductive Capacity. 

Glass . . . 




fig. 11. 



Air 1-00 

Resin • . . . . 177 

Pitch 1-80 

Wax 1-86 



1-90 

Sulphur 1-93 

SheUac 1-95 



Though gutta-percha is not included, its inductive capacity is known 
to be greater than that of any other body. 

An important portion of Faraday's ExperimeniaL Resea/rches in Elec- 
tricity is occupied with investigations respecting the nature of inductive 
action. He has arrived at the conclusion that induction '^ is a physical 
action occurring between contiguous particles, never taking place at a 
distance without polarising the molecules of the intervening dielectric, 
causing them to assume a peculiar constrained position, which they retain 
so long as they are under the coercing influence of the inductive body." 
According to this view of the question, therefore, all the particles of air, 
and of every solid non-conductor, must assume a polar arrangement, like 
the particles of iron-filings when within the sphere of magnetic attraction; 
and in this manner act directly, through a chain of contiguous particles, 
on the bodies in which electricity is induced. 

The property of induction is now adduced to explain every pheno- 
menon of static electricity ; irrespective of the opposing theories of the 
two electricities, or of the mode by which inductive action is effected. 
The phenomena of attraction and repulsion are thus explained : the two 
states of electricity being admitted to exert a mutual attraction on eack 
other, the induction of negative electricity \>y 'po^MvN^, «cA ^^ t<bs<«j%&^ 

£ 



SS- THX FHKNOMSIFA OF BUBCmaOnPR 

must n^seatfirily be attributable to on attraotiye foFC^ T&erepidldoirofi 
bodies similarly electrified is oonsidered to be caased by at^mctave fbre6» 
in opposite directions, and not by any operating repuhdve power exerted'* 
among the particles of such bodies. Two similarly electrified pi^= ballsy 
for example^ are supposed to diverge in consequence of eadi one inducing 
an opposite state of electricity in surrounding bodieB, towards whidi they 
are consequently attracted in opposite directions; the divergence and' 
apparent repulsion from each other being occasioned altogether by at- 
tractive forces. The existence of a negative foree> as repuLsion may be 
regarded, is indeed opposed to the principles which have been establi^ed 
by investigation in other departments of physical science.; and by the 
hypothesis of inductive action the student of electricity is ci^ed upon tO! 
dismiss the action of repulsion firom operating forces, as the student of 
chemistry is compelled to deny the existence of cold as a positive pro* 
perty. It seems questionable, however, whether the term ^' inductiou" 
has not been introduced unnecessarily, since all the phenomena may be 
regarded as the results of electrical attraction. 

The question whether there are two distinct kinds of electricity, or 
only one kind which is exhibited in different states of intensity, though 
interesting in a theoretical point of view, is not essential to the explana- 
tion of electrical phenomena, which may be almost as readily explained by- 
one hypothesis as by the other. The analogy of those other powers in 
nature which, though apparently operating as distinct forces, have been 
proved to consist of only one, as well as the more simple character of the 
plus and mimis theory, incline us strongly in its favour. 

The foundation on which the Franklinian theory rests is thus stated 
by Dr. Priestley : " According to this theory, all the operations of elec- 
tricity depend upon one fluid sui generis, extremely subtle and elastic, 
dispersed through the pores of all bodies ; by which the particles of it are 
strongly attracted, as they are repelled by one another. When the equi- 
librium of this fliiid in any body is not disturbed, — that is, when there is 
in any body neither more nor less of it than its natural share, or than 
that quantity which it is capable of retaining by its own attraction, — it 
does not discover itself to our senses by any effect. The action of the 
rubber upon an electric disturbs this equilibrium, occasioning a deficiency* 
of the fluid in one place and a redundancy of it in another. This equi- 
librium being forcibly disturbed, the mutual repulsion of the parti- 
cles of the fluid is necessarily exerted to restore it. If two bodies be' 
both of them overcharged, the electric atmospheres repel each other^ 
and both the bodies recede from one another to places where the fluid is 
less dense. If both bodies be exhausted of their natural share of thra 
fiuid, they are both attracted by the denser fluid existing either in the 
atmosphere contiguous to them, or in other neighbouring Bodies ; which 
occasions them still to recede from one another as much as when they 
were overcharged."* 

The statement of the theory of vftreous and' resinous electricity we 
shall also take frean Dr. Priestley, who, tliough an adSrocate for the single^ 
fluid hypothesis, has stated- the arguments for and against both with- great 
iinpartiiEdity r 

•* Ftiestley V History ofElectnieify; 
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" Let UB suppose^ then, that there are two electric fluids which have a 
strong chemical affinity with each other^ at the same time that the par- 
ticles of each are as strongly repulsive of one another. Let us suppose 
these two fluids in some measure equally attracted by all bodies, and ex- 
isting in intimate union in their pores ; and while they continue in this 
union, to exhibit no mark of their existenc'e. Let us suppose that the fric- 
tion of any electric produces a separation of these two fluids, causing the 
vitreous electricity of the rubber to be conveyed to the conductor, and the 
resinous electricity of the conductor to be conveyed to the rubber. The 
rubber will then have a double share of the resinous electricity, and the 
conductor a double share of the vitreous ; so that upon this hypothesis no 
substance whatever can have a greater or less quantity of electric fluid 
at different times. The quality of it only can be changed. The two 
electric fluids being thus separated will begin to shew their respective 
powers, and their eagerness to rush into reunion with one another. With 
whichsoever of these fluids a number of bodies are charged, they will repel 
one another, and they will be attracted by all bodies which have a less 
share of that particular fluid with which they are loaded ; but will be much 
more strongly attracted by bodies which are wholly destitute of it, and 
loaded with the other. In this case they will rush together with great 
violence. 

'* Upon this theory every electric spark consists of both fluids rushing 
contrary ways and making a double current. When, for instance, I pre- 
sent my finger to a conductor loaded with vitreous electricity, I discharge 
a part of the vitreous and return as much of the resinous, which is sup- 
plied to my body from the earth. Thus both the bodies are unelectrified, 
the balance of the two powers being perfectly restored." 

Dr. Priestley proceeds to state, with great fairness, the analogies and 
the facts which may be adduced in support of the two distinct electric 
fluids. The combination of two caustic and powerfully-active substances, 
as an alkali and an acid, in the form of a neutral salt, in which the pro- 
perties of neither of the constituent parts is perceptible, is one of the ana- 
logies advanced in favour of the vitreous and resinous fluids being com- 
bined, and rendered perceptible only when their combination is disturbed. 

It appears from the preceding consideration of the properties of the 
two electricities, that the cause of electrical attraction is the endeavour 
they make to combine and return to a neutral state. This attractive 
power, which is extended in the phenomena of induction to considerable 
distances, seems to afford sufficient explanation of the cause of those phe- 
nomena, without supposing the exertion of any separate action of induc- 
tive force. And if we concur in the explanation assigned for the mutual 
repulsion of negatively- electrified bodies, attractions of the two electricities 
in opposite directions will supply adequate cause for all the phenomena of 
repulsion, without the necessity of supposing that there exists any posi- 
tively active repulsive power in electricities of the same kind. 
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CHAPTER TI. 

DIBBCT SETELOFHENT OF ELECTMCITr. 

Electrical macbiDcs; Cjlinder, Plate, uidGutta Penh* — laSnence of poiiiti — Eipls- 
nation of the caiue — Electricitj' confined to surikcei — Inleniity of macliine-eicited 
electricttf — iDflammation of combostiblei by the apaik — Besutance of the air — 
Nature of electric discharge — DunipUve, bruah, and glow discharge — Colour of 
the electric ipark. 

The excitement of electricity by friction with the hand is adequate to illas- 
trate the primary phenomena and elementary properties of the electric 
fluid ; bat for the exhibition of it§ powerfal effects and more complicated 
actions, it is requisite to employ other apparatus. The quanti^ excited 
must be greater in a given time, and means must be provided for collect- 
ing and accumulating the electricity when excited. 

The electrical machines that were used by Du Fay and Priestley con- 
sisted of a sulphur globe whirled round on an axis, with the hand ap 
plied for a rubber. The globes of sulphur were supplanted by cylinders of 
glass ; and though that form has in a great measure given place to the 
more powerful plate-machine, the cylinder is so well suited for purposes of 
general experiment, that it continues to be preferred in cases where no 
extraordinary power is required. 

Figure 12 represents an approved conetniction of this kind of electrical 




machine. The cylinder a, placed horizontally, is mounted npon sup- 
ports of glass varnished, to insulate it irom the ground. The rubber g 
eonrists of a hur-cushion covered with leather, over which is placed a 
fiap of black silk. The cushion is mounted on a glass support, for the 
jni^ose of insidation when the exhibition of negative electricity is re- 
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quired ; aod it is adjusted by a screw m, to regulate the pressure on the 
cylinder. In the ordinary working of the machine the cushion is con- 
nected by a chain with the ground, whence the supply of electricity is 
derived. A hollow brass or tin cylinder A, rounded at each end, and 
placed at a short distance from the glass cylinder, serves to collect the 
electricity as it is excited. On the side facing the glass there is a 
row of metal points which facilitate the collection of electricity ; and 
to prevent it from passing off to the earth, the metal cylinder, called 
the prime conductor, is mounted on a varnished glass support k. For 
the convenience of attaching apparatus to the prime conductor, holes 
are made on the top and at one end. In some electrical machines a metal 
cylinder similar to that of the prime conductor is attached to the rubber, 
as represented in the wood-cut, for the purpose of facilitating experiments 
with negative electricity. In large cylinder-machines the prime conductor 
is usually mounted on a separate stand, detached from other parts of the 
apparatus ; but moderately sized instruments are generally constructed 
with the conductor attached to the same base as the cylinder, an arrange- 
ment being contrived to allow of its adjustment at different distances. 

A cylinder electrical machine of about nine inches diameter is suffi- 
ciently large for ordinary purposes of experiment. An apparatus of that 
size will, under favourable circumstances, fully charge a quart Leyden jar 
with twelve turns of the handle. 

Little need be said in explanation of the action of this machine, which 
is only a modification of the means of electrical excitement by the friction 
of a glass tube with the hand. On turning the handle e, friction is produced 
between the surface of the cylinder and the rubber ; the electrical equi- 
librium is thereby disturbed, and electricity is excited, which, when the 
prime conductor is removed, exhibits itself in bright flashes of light round 
the cylinder. When the points of the prime conductor are presented to 
the revolving cylinder, the electricity i? immediately transferred to it, and 
it emits sparks to any conducting substance brought near. The electricity 
thus abundantly excited is supplied from the earth to the rubber, which is 
continually having its supply drawn from it by the coercive force called 
into action by friction with the glass. That the electricity is derived from 
that source is evident from the great diminution of quantity when the 
metallic connexion between the rubber and the ground is removed. In 
that insulated state the rubber becomes strongly charged with negative 
electricity, and sparks pass between it and any conducting body brought 
near almost as abundantly as from the prime conductor when in full action. 

The rationale of the excitement of electricity by the machine is, ac- 
cording to the Franklinian theory, very simple. The friction of the glass 
and silk, by disturbing the electrical equilibrium, deprives the rubber of its 
natural quantity of electricity, and it is therefore left in a negative state, 
unless a fresh quantity be continually drawn from the earth to supply its 
place. The surplus quantity is collected on the prime conductor, which 
thereby becomes charged with positive electricity. On the hypothesis of 
two electric fluids, the same frictional action causes the separation of the 
vitreous from the resinous electricity in the rubber, which therefore re- 
mains resinously charged ; unless there be a connexion with the earth. t<^ 
restore the proportion of vitreous electricity oi ^\5i<^ >5Xx^ T\sic5^^x\k»&\sft«a.^ 
deprived. 
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The electrical excitement of the mocbiae is greatly imcreased by apply- 
ing to the rubber a metallic coating consisting of an amalgam of nac, 
tin, and mercury. It is prepared by melting together two parts by 
weiglit of zinc, and one of tin, with which, whilst in a melted state, six 
parts by weight of mercury are mised. The mass is shaken well together 
till it cools, and it is then pounded finely in a mortar and mixed with lard 
to the consistence of a paste. The amalgam is spread on the cushion 
only, care being taken to prevent it from being spread on the silk fli^ 

The effect of an amalgam of this kind in increasing the electrical ex- 
citement is Tcry decided, though some difference of opinion exists as to 
the principle on which the action depends. It has been imagined that the 
am^gamated metals are oxydised during the friction with the rubber, and 
that the electricity is due to chemical action. The more simple explana- 
tion appears to be, that the coating of metal on the rubber assists in con- 
ducting the electricity from it. The use of the silk flap is merely to pre- 
Tent the electricity from discharging itself into the air before it reaches the 
conductor, and it would be unnecessary if the collecting points were brought 
near the rubber. The adhesion of particles of amalgam to the silk flap 
is prejudidal to the action of the machine by forming conducting points 
for the dispersion of the excited electricity. 




Hate machines are now much used on account of the greater quanti^ 
of electricity that can be excited by that arrangement of the instrument. 
A disc of glass about a quarter of an inch thick has an axis fixed in Its 
centre, firmly supported by two cheeks of baked wood. On the upper 
and lower parts ol these cheeks tour cusbionB exe> &s.«d,tQ'QTea8Sgan)8t 
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Ixtth sides of the glus plate at the top and at the bottom. Small flaps of 
Bilk are attached to the cushions to prevent the electricity excited froiu 
being dissipated before it aniTea at tbe collecting pointa of the prime con* 
ductor. liie conductor itself is also fixed to the apright cheeks, but u 
insulated from them hy a horizontal glass sapport. Bows of poinia 
aerve to collect Uie electridty from both sides of the glass plate, at the top 
ftnd bottom. By this arrangement a much lai^er surface of glass is ex- 
posed to friction, and two rubbers can be employed on each side of tite 
plate. The surface exposed to friction in a plate machine with a glass 
disc of only one foot in diameter is more than double that of a nine-inch 
eylinder maehine. 

The inconTenience of a plate machine, as usnally constructed, arises 
from the imperfect insulation of the rubbers, in consequence of which tlie 
negative electricity excited cannot be exhibited. 

An electrical machine in which 

the exciting surface consisted of 
^tta-percha was shewn amongst 
the philosophical instruments at 
the Great Exhibition. An end- 
less band of gutta-percha A was 
stretched over rollers B B placed 
above each other about two feet 
apart. The rotation of the upper 
roller communicated a rapid ver- 
tical motion to the band of gutta- 
percha, which was pressed against 
at the top and bottom by hard 
hair brushes, C c, that served as 
rubbers. The electricity was col- 
lected on each side by a branching 
conductor D, armed with points, 
and concentrated in a similar 
maimer to the arrangement of the 
plate machine. 

Thou^ we have not had , , , , „ 

machine, we have heard it very favourably spoken of. It presents some 
practical advantages that would make it preferable to glass machines, 
among which must be mentioned its non-liability to fracture, and the su- 
perior excitability of its surface.* Sheets of gutta-percha may also be . 
attached to discs of wood to serve instead of glass in plate electrical 
machines. 

With an electrical machine of any of the kinds mentioned, most of the 
phenomena of electricity can be exhibited in a much more convenient 
manner than by an excited glass tube, and some of them could scarce^ 
be manifested without the aid of such an apparatus. It is requisite, how- 
ever, for ita due action, that the machine sbonld be placed before the fire 
for a short time before it is used, to expel the moisture that adheres to 
the glass and the cushion, and that tbe insulating glass supports should 

• The Jnmrf Eeporti of the Great Exhibilion, ii\od\\iB,i* \««i ^aSJoSwA. *aiR» 
*ho aboie noti« mw wrillen, make »eij £aiouMl>\enwo.ViMnAfti»iBa(ifiaE. 




>pportimity of trying the effect of this 
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be rubbed with a wann silk handkerchief. These conditioiis being 
attended to^ and the rubber being covered with amalgam, the prime 
conductor will emit sparks several inches in length when the handle is 
turned rapidly. The action of the apparatus will, however, be considerably 
influenced by the state of the weather, whatever precautions be taken to 
keep it dry. On a fine frosty day the sparks emitted will be longer and 
more abimdant than can be obtained when the atmosphere is charged 
with moisture, because the damp air acts as a Conductor in restoring the 
electrical equilibrium. 

The peculiar influence of points in withdrawing the charge from an 
electrified body may be readily shewn by fixing a pointed wire to the 
prime conductor of an electric^ machine. When the point is attached, 
the apparatus appears to be deprived of its power of exciting electricity, 
and but few and very feeble sparks will be emitted. The point, in i&ct, 
disperses the electric fluid almost as rapidly as it is excited ; and if the 
room be darkened, rays of light will be seen issuing from it into the air 
in the form of a cone, of which the point is the apex, the light being 
brighter there, and diminishing as the rays expand. When the point is 
fixed to the insulated rubber charged negatively, the effect is the same 
in the dispersion of the charge, but the appearance is that of a star instead 
of a luminous cone. These difierent appearances of the electric light at 
the rubber and at the prime conductor induced Franklin to infer that the 
latter emitted electricity, and was consequently in a positive state, and 
that the rubber was negatively electrified— -the plug and minus hypothesis 
being assumed. 

On presenting the back of the hand to a metal point fixed on the prime 
conductor, a sensation similar to that of a small blast of air will be per- 
ceived ; and several kinds of apparatus have been contrived to exhibit the 
action of the force, whatever it may be, that issues from or is induced to- 
wards electrified points. The most simple of these contrivances is the 
electrical jack, which consists of four light pieces of wire placed cross- 
wise, and balanced horizontally on a pivot in the centre. The ends of 
these wires are pointed, and are bent in the direction of a tangent to the 
circle described by the apparatus during its rotation on its axis. 

When attached to the prime conductor, as 

Av y represented in fig. 15, and the machine is put in 

>^^>^ action, the blasts from the bent points cause the 

^(L air against which they strike to react on the ap^ 

y^ I ^\/ paratus, and to turn it rapidly round ; in the same 
\ I manner that water or steam issuing from jets simi- 

^^^^^^^J^^^ larly directed turn water-mills and model steam- 
^^^S^ ^^^^^^ engines, on the principle of reaction. 
^^g^^^ ^^^^^P Another and very curious experiment, which 

i^lHIH^H^^ is adduced as proving the emission of some active 

fig. 15. force from an electrified point, is the following : 

Put a little sealing-wax at the end of the pointed 
wire A, fig. 16, and whilst the machine is in action melt the wax. A 
thread of sealing-wax finer than a spider's web will then be propelled 
from the point ; and if a piece of white paper be held near, the convolu- 
tions of the web-like films, as they overlap each other, produce a remark- 
alfJe and sometimes a beautiful effect. ' 
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flg. 16. 



It might be suppoBed^ if electricity be 
emitted only from tbe positive prime con- 
ductor^ and the insulated rubber be elec- 
trified negatively, by having its natural 
share of electricity abstracted from it, that 
there would be no emission from tbe point 
fixed to the rubber, but rather an influx 
towards it. This, however, is not the 
case; for the phenomena of propelling 
wheels and projecting sealing-wax fila- 
ments occur whether the point be positively or negatively electrified. This 
is one of the difficulties which the advocates of the plus and mmua states 
of electricity have to contend with ; for the phenomena of equal apparent 
emission from negatively electrified points appears to support the original 
hypothesis of Du Fay, that there are two distinct electric fluids. To 
account for the apparent anomaly, it is said that the effect of propulsion 
is not produced by the emission of negative fluid from the point, but 
that it is caused by the mutual attractions always subsisting between 
bodies in opposite states of electricity. The seeming emission of air from 
points fixed on either of the conductors of the electrical machine is merely 
a secondary and a mechanical efiect produced by the air being put in 
motion by the continuous discharges from the points. 

The cause why points exert such powerful influence in the discharge 
of electricity has been explained by the researches of M. Coulomb into the 
distribution of electricity on the surfaces of bodies of difierent forms. On 
a sphere, every part of the surface being equally distant from the centre, 
the distribution of electricity is equal ; but the more the shape of the body 
departs from that of a sphere, the more unequally is the electricity dis- 
tributed. M. Coulomb insulated a metal rod, two inches in diameter and 
thirty inches long, with hemispherical ends ; and having charged it with 
electricity, he found that at a distance of two inches from the end the 
electricity was to that in the middle of the rod as 1 j^ to 1. At one inch 
from the end the proportion was as \^ to 1, and at the extreme end it 
was as 2-Ay to 1. It appears from tbe results of his experiments that 
the intensity of the electrical charge increases in a very rapid proportion 
towards the edges of an insulated conductor ; that it augments still more at 
the comers ; and that when points project, their extremities concentrate 
the electricity with great additional intensity. 

By the aid of these experiments, the cause of the escape or discharge 
of electricity from points may be readily inferred. The non-conduct- 
ing air which surrounds an electrified body resists the escape of the 
electricity in proportion to its pressure on the surface, the amount of 
resistance being in an inverse ratio to the intensity of the electric force. 
If, therefore, the force be concentrated at a point where the amount of 
surface-resistance to its escape is reduced to the smallest quantity, the 
concentrated force meets with comparatively little obstruction, and rapidly 
rushes towards the surrounding bodies which are exerting an attractive 
power on the excited electricity. 

One of the many efiects of electrical induction is the distribution of 
static electricity entirely on the surfaces of conductors. T\i^ ^^<*:rkss^ 
communicated to any substance induces aa opi^oek\\A %\Ai\a qV ^^^sXscv^^ ^^-^ 
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citement on suirounding bodies, 
and the mutually attractive in- 
fluence draws all the electric fluid 
to the surfatje. Thus an insulated 
hollow ball, however thin its sub- 
stance, will contain a charge of 
electricity equal to that of a solid 
ball of the same size, all the 
charge being distributed, in either 
case, on the surface alone. An experiment contrived by M. Biot affords 
a very satisfactory illustration of the distribution of electncity on surfaces. 
Let a metal globe a, fig. -1 7, be suspended by a silken cord, and com- 
municate to it a charge of electricity. Two hemispheres B, b, that will 
exactly enclose the globe, should be insulated by glass handles, and placed 
over it when thus charged, so that the exterior surfaces of the hemispheres 
may become the outside of the globe. Under these circumstances, the 
whole charge of electricity will be transferred from the globe to the hemi- 
spheres; and when they are removed by the glass handles, all the electricity 
of the globe will be discharged, and will be retained on the exterior surfaces 
of the hemispheres. 

The interior surfaces of hollow vessels have not any electricity dis- 
tributed on them, because there is no opposing surface on which the elec- 
tricity of the opposite kind can be induced. The inside of a hollow metal 
globe, for example, has opposed to it only the metal already charged with 
electricity of the same kind as its own; consequently, there can be no 
inductive action on such surface. The absence of electricity from the 
inside of charged metallic vessels may be shewn by electrifying a metal ice- 
pail or a pewter pot placed on an insulating stand, and then lowering 
into it a metal ball suspended by silk, allowing it to touch the inside. 
When the ball is withdrawn, it will not indicate the least trace of elec- 
tricity; but if it be then applied to the outside of the metal vessel, it will 
acquire and carry away a large portion of the charge. 

A more striking exemplification of the diffusion of elec- 
tricity exclusively on the outsides of vessels is afforded 
when, instead of a solid metallic vessel, a cylinder formed 
of wire-gauze is employed. Let the insulated ball b be 
lowered into the wire-gauze cylinder A, fig 18, when elec- 
trified and mounted on an insulating stand, and it may 
touch every part of the interior without receiving any por- 
tion of the electricity with which the exterior surface is 
charged, though the slightest touch on the other side of 
the open wire mesh would communicate its electricity to 
the ball. 

"When a wire-gauze cover is placed over an electrometer, 

it effectually prevents the gold leaves from being affected 
by excited electrics, and it is customary to cover all deli- 
cate instruments of the kind with a metallic net, to protect 
them from injury by too violent action. 
fig. 18. The fact that by increasing the surface of any body 

charged with electricity the intensity is diminished, was 
known to Br, Franklin^ who illustrated tlu& absorbing influence of ex- 
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tended BurfBce b; electrifying a chain heaped together on an inaulating 
stand, and then drawing part of it upwards by a silk thread. When 
the surface capable of being surrounded by an electrical atmoaphere vas 
thus increased, the intensity of the charge was diminished, and by lowering 
the chain again the original force was regained. 

Another mode of shew- 
ing the effect of enlarging 
the surface iB to wind a 
strip of tinfoil round a 
small insulated wooden cy- 
linder, as represented in 
the annexed woodcut. 
When a charge of electri- 
city is given to the metal, 
the pith-balls a, a diverge. 
Take hold of the small 
piece of ribbon b, and draw 
some of the foil from the 

i^linder, so as to expose a ag.w. 

large surface, and the balls 

collapse. On winding the foil again on the cylinder the balls again di- 
verge. It is evident, therefore, that the quantity of electricity undeigoes 
no change by the altered state of the surfaces, but that the intensity is 
diminished by the same quantity being diffused over a larger space. The 
difference in effect produced by expanding or contracting the surface over 
which a given charge of electricity is diffused will be further noticed when 
we speak of the electrical battery. 

Though the electrical charge resides on the surfaces of conductors, it 
does not exist as an atmosphere of electricity around them, as was for- 
merly imagined ; but it seems to be confined within the external surface. 
No difference is made in the distribntion of electricity on metals when a 
part or the whole surface is covered with varnish, or even with a tjtick 
«oat of wax. 

The electrituty excited by the electrical machine is in a high state of 
intensity ; but the quantity is comparatively small Its concentrated eaei^ 
enables it to force a passage through the non-conducting air to a great^ 
distance than when collected in much larger quantities in a lower state of 
intensity ,' but the physical effects of the long spark emitted are only 
feeble. They are sufficient however to shew, in addition to the general 
phenomena of attraction and repulsion which we have noticed, the igniting 
power of electricity in someof tbe more inflammable substances. If spirits 
of wine be warmed in a mebil spoon, and 
a spark from the conductor be made to 
pass through the spirit, it will be instantly 
set on fire. This experiment appears the 
more curious when the spark is passed 
from the finger of a person placed on an 
insulating-stool. 

Hydrogen gas may also be inflamed 
by a spark. For performii^ this experi- fit-M. 

meat in the moat efficient manner, an electincaX CKo.'citi'CL en -^i&'uX ^b <»i^- 
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structed. It consists of a brass tube, about one incli in diameter and six 
inches long, closed at one end. A piece of wire a, fig. 20, that is to 
conduct the electricity through the gas, is introduced into the tube, but is 
insulated from it by ivory or wood, b. 

The most convenient way of charging the pistol is to attach a tube to 
a bladder containing an explosive mixture of hydrogen and oxygen gases, 
to insert it perpendicularly into the mouth of the pistol, and then, by 
gently squeezing the bladder, to force the gas out. In this way the atmo- 
spheric air is displaced, and the cannon is charged without wetting the 
insulating ivory. The open end is then closed with a cork whilst the pistol 
continues to be held inverted, to prevent the escape of the hydrogen. On 
taking a spark from the machine through the wire, the gas explodes with 
a loud report, and propels the cork to a considerable distance. 

In charging the pistol in this manner from a bladder filled with an 
explosive mixture of hydrogen gas, care should be taken not to allow a 
lighted candle to be brought near. From neglect of this precaution on one 
occasion, an accident happened to the author that produced considerable 
alarm. He was filling a gun-barrel with explosive gas from a bladder 
held under his arm, when, in consequence of approaching too close to the 
candle, the contents of the bladder exploded, extinguishing the lights and 
stunning his arm and side, though it did no serious damage. 

The resistance offered by air to the passage of electricity may be very 
beautifully illustrated by sparks from the machine. If the air were a con- 
ductor there could be no manifestation of electrical phenomena, for the 
equilibrium would be restored as quickly as it was disturbed; but the 
resistance of the air serves to retain the excited electricity on the surfaces' 
of electrified bodies. When the electricity possesses sufficient intensity to 
force its way through the resisting air, the discharge is accompanied by a 
bright spark. If the machine be powerful and in good order, sparks eight 
or ten inches long may be obtained, which, in overcoming the resistance 
of the non-conducting medium, are diverted from a straight path and 
desci^be a ziz-zag course, resembling a flash of forked lightning. 

That the resistance 
\Jf to the passage of elec-. 
tricity from body to 
body is caused by 
something more than* 
by the intervening space, is proved by the facility with which electrical 
discharge is effected through vessels exhausted of air. For instance, let a 
glass tube c, fig. 21, about three inches in diameter and two feet long, be 
fitted at each end with a brass cap, to which a wire and a brass ball are 
attached. At the end b there is a screw to fit on to the air-pump, 
by which the tube may be exhausted. On applying one end to the 
prime conductor, and the machine is put in action, the electricity passes 
readily through the partial vacuum, and is discharged through the tube. 
When the experiment is performed in the dark, the interior of the tube 
will be observed to be luminous with beautiful purple-coloured flashes, 
which present a miniature resemblance to the aurora borealis. 

If the air be gradually admitted whilst the machine continues in action, 

and the tube be removed a short distance from the conductor, so that 

opaiiB may paaa between them, the Tesiataxi(^Q \iO Wi^ ^l^c^xvcity will in- 
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crease as the air is admitted, until the sparks can no longer force a pas- 
sage. At an early stage of the re-admission, when the air is still greatly 
attenuated, the electric spark will pass through like a ball of light, 
moving comparatively slowly, so that its form and course may be dis^ 
tinguished. This very interesting experiment, which requires a little 
address for its perfect development, exemplifies the phenomena of meteors 
or "falling stars" in the upper regions of the atmosphere, where the air 
is less rarefied than in the higher fields of space where the aurora cor- 
uscates. 

Faraday has examined with great care the various kinds of elec- 
trical discharge, with a view to establish his theory of induction ; and he 
has succeeded in accumulating a great number of interesting facts con- 
nected with the transmission of electricity through resisting media. Fara- 
day's theory of induction, as we have before stated, supposes that the 
.particles of non-conducting bodies, when acted on by an electric force, 
assume a polar state, and form a chain of contiguous particles, each one of 
which has a positive and negative end. This polarised chain of particles, 
it is. assumed, extends from the excited electric through the air or other 
non-conducting body, and induces in the nearest conducting body a state 
of electricity opposite to that of the coercing force. In proportion as the 
particles of different substances possess the power of communicating elec- 
tricity to each other, their tendency to assume a polar condition dimin- 
ishes ; and, on the other hand, the greater the non-conducting property of 
the particles, the more strongly will they take the polar direction. In 
other words, induction can only take place across insulating substances, 
and the inductive action is more or less readily assumed according to the 
power of conducting electricity. 

Applying this theory to the explanation of electric discharge through 
resisting media, Faraday assumes that there is a limit to the influence 
which the intervening chain of polarised particles possesses in retaining 
the attracting forces apart, and that when any of the contiguous particles 
have attained their highest degree of polarised exaltation, they can no 
longer resist the passage of the electric force. Thus 
when one or more links of the chain are subverted, 
the two forces cannot be restrained. Every case of 
discharge is therefore preceded by inductive action 
which coerces the insulating particles into a polar state, 
until they are restored to their natural condition by 
the overpowering attraction, of the combining forces. 

The electric spark is considered " as a discharge or 
lowering of the polarised inductive state of many di- 
electric particles by a particular action of a few of the 
particles occupying a very small and limited space, all 
the previously polarised particles returning to their first 
or normal condition in the inverse order in which they 
left it, and uniting their powers meanwhile to produce, 
or rather to continue, the discharge effect in the place 
where the subversion of force first occurred." 

The sudden restoration of the electrical equilibrium 
by the mutually-attracting forces bursting through tha ^%^'ix. 

intervening non-conducting space, is termed disruptAioe dA^dujirr^^. ^\£^ 
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take place either in the fonn of a spark or in a series of rapidly-intermit- 
ting discharges, so near together as to appear continuous. The latter is 
called the hrusk discharge (fig. 22), from the form of its luminous corus- 
cations. 

To produce the brush discharge with effect requires the machine to be 
in good order, and the intensity of the electricity on the prime conductor 
to be increased by adding to it a projecting rod with a rounded end. The 
discharge takes place from the end into the air, or to any conducting body 
brought near, and it is accompanied with a continuous rushing noise. 
Professor Wheatstone has proved that the sound is produced by a rapid 
cruccession of disruptive discharges, and that the brush of light observable 
in a darkened room is resolvable into a number of brushes, each 
of which indicates a separate and instantaneous discharge; 
though the discharges are so rapid as to mingle together in 
one luminous expanding cone, with a bright apex near the 
discharging conductor. 

The difference in the appearance of the brush discharge 
from the positive and negative conductors is very observable. 
The brushes obtained from the negatively-charged conductor 
(fig. 23) are shorter, and the discharges are more rapid, "being 
seven or eight times more numerous in the same period than 
those produced when the rod was charged positively to an equal 
degree."* 

Another form of discharge is obtained when a fine point, 
instead of a blunted thick wire, is attached to the prime con- 
ductor. In that case, the expanding brush accompanied with 
a rushing sound gives place to a small pencil of rays, which 
produces a steady light. This has obtained the name of the 
glow discharge, a, fig. 24. It is probable that even this 
steady and noiseless discharge may be resolved, like that 
of the brush, into an innumerable quantity of intermittent 
discharges, mingled together so intimately as to be sepa- 
rately indistinguishable. 

When a fine point is attached to the insulated rubber of 
the machine, the light presents the form of a star, b. 

The light of the electric spark varies as it passes 
through different media. In air the sparks have that in- 
tense light and bluish colour which are so well known, and 
often have faint or dark parts in their course when the 
quantity of electricity is not great. In nitrogen gas they 
have more colour of a bluish or purple character; and 
Faraday considers them remarkably sonorous. In hydrogen, the colour 
is crimson ; in oxygen, whiter than in nitrogen, and not so brilliant ; in 
carbonic acid gas similar to air, but with a green tinge, and remarkably 
irregular ; in coal gas the spark is sometimes green, sometimes red, and 
occasionally one part green and another red, and the black parts occur 
very suddenly. These various colours of the spark in different gases are 
considered by Faraday to be attributable " to a direct relation of the elec- 
tric powers of the particles of the dielectric through which the discharge 
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* Faraday^s Bxpe^meiitei B^Beaxchel. 
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occurs, and are not the mere resnlts of & casual ignition, or a secondary 
kind of action of the electacity upon the particles which it finds in its 
coarse, and throats aside in its passage."* 

The brush discharge also exhibits peculiar characters in the different 
gases, the effect in nitrogen being finer in form, light, and colour than 
in any other gas, and erolving a greater quantity of light. The peculiar 
character of nitrogen in relation to the electric discharge must, it is sup- 
posed by Faraday, have an important influence over the fonn, and even 
the occurrence of lightning, as that gas, which extends its discbarge brtiier 
than any other, constitutes four-fifths of the atmosphere. 



CHAPTER VIL 

ACCUKOLATED ELBCTBICITy, 



The Lcfden jar — Its conitruction and mode of action — The amount of electridtf 
always comtsnt — Ctiain of Lejden jan Mlf-charged — The charge in the glasa, and 
not Jn the coating — Charged plate of glau — Electrical batteries — Intensity of force 
diminiihed by eiteniion — Keiidual charge — Lateral charge : its cause and effects — 
Distribution of electricity during discharge — Universal discharger— Lane's discharger 
— Quadniot electrometer. 

The power of accumulating electricity by means of the 
Leyden jar has placed in the hands of electricians a Force 
of almost unlimited extent. In our sketch of tiie history 
of electric science, we have already adverted to the nature 
of the apparatus. As at present constructed, it consists 
of a thin glass jar a, fig. 25, coated within and without 
with tin-foil, which reaches to about three inches of the 
top. A wooden cover b serves as a support to a straight 
thick brass wire C, that passes through the centre of the 
cover, and has a metallic connexion by a chain or wire 
with the interior coating. This wire rises a few inches 
above the cover, and is surmounted by a hollow brass ball, 
vhidi is screwed on to the top of the wire to prevent the 
dispersion of the electricity from the end. The sizes of the 
jars vary from half-a-pint to ten gallons. One holding 
about a pint will give a shock as strong as most persons Uke to receive. 

To chaige a jar with positive electricity, connect its small brass ball 
with the prime conductor of the machine, and make a connexion between 
the outside coating and the ground. When fully charged, it will give in- 
dications of its electrical condition by a muttering sound ; and in the dark, 
rays of light will be seen issuing from the edges of the tin-foil and from 
the ball. 

The notion of Muschenbrceck, which led to the discovery of the Leyden 
jar, was to collect electridty witiiin a phial to prevent its dispersion, and 
thereby to store up an increased quantity of the electric fluid ; but it is 
■ Experimental KeMeic^Mt. 
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now ascertained that a jar when highlj charged does not contain more 
electricity than it did before it was applied tp the conductor. The eflfect 
produced by charging is not to increase the quantity^ but only to disturb 
the natural electrici^ previously present in a latent state on the inside 
and outside of the glass. There is injected into the inside^ by connexion 
with the electrical machine, an amount of positive electricity, whilst an 
equal amount of negative electricity is driven from the outside by the 
force of electrical induction ; and unless the electricity on the outer surface 
of the glass can be thus driven off by affording it a connexion with the 
ground, the inside cannot receive a charge. 

Let a Ley den jar be insulated from the earth by placing it on a glass 
stand, and it will receive scarcely any electricity from the conductor ; not 
more than equal to the quantity which can escape from the outside to the 

surrounding air. If the knob of another 
^ insulated jar be connected with the groimd, 

^ and the outside coatings of the two jars be 

brought near together, sparks will then 
pass rapidly from the prime conductor to 
the knob of the first, and they will also pass 
as rapidly between the outside coatings of 
the two jars. In this manner both the 
Leyden jars become charged, and it will be 
found that they are charged equally, but 
with electricity of opposite kinds. The 
first one, that derived ite electricity directly 
from the prime conductor, will be charged 
positively ; the second, that derived its 
charge from the electricity escaping from 
the knob to the ground, will be negative. 
fig. 26. Place the two jars on the table, and sus- 

pend between them a pith ball b or other 
light substance, and it will be attracted alternately from one to the other 
in rapid vibrations, clearly shewing that the electricity in the two jars is 
of opposite kinds. 

The phenomena that occur during the charge of a Leyden jar have 
been adduced as evidence in support of the Franklinian theory of a single 
electric fluid, the outside being supposed to be in ^rmnuB state after part- 
ing with its natural quantity to the other jar. But the phenomena are 
explicable also on the hypothesis of two fluids, it being assumed that they 
are separated from their neutral state by the coercing force of the free 
electricity communicated to the inside of the jar. 

Franklin attempted to apply practically the charging of one jar frx)m 
the escaping electricity of anolJier. He inferred, that if a series of insulated 
jars were arranged with the outside coatings and knobs alternately touch- 
ing, the coating of the last one being connected with the ground, that by 
this arrangement the positive electricity expelled from the outside of the 
first jar would charge the second; that the electricity from the outside 
of the second would charge the third positively, and so on to any num- 
ber; and. that an immense electric force might be thus accumulated from 
the same quantity of electricity that is required to charge a single jar. 
liet ABC represent a series of three jars, a and b being mounted on 
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fig. 27. 



insulating glass stands. On 
making connexion from the 
prime conductor of an electri- 
cal machine to the knob of a, 
that jar will be charged posi- 
tively, and an equal amount of 
electricitjwill be expelled from 
the outside into b, which will 
also be positively charged. The 
third jar c will in like manner 
be charged from the outside 
of B, and the electricity which 
was expelled from a, on arriv- 
ing at the outside of the last 
jar of the series, will be con- 
ducted to the earth. 

To effect the discharge of 
a jar^ it is requisite that a connexion be made between the positive elec- 
tricity within and the negative electricity without, so that the equilibrium 
may be restored. Now if a metallic connexion be made from the knob of 
B to the knob of a, there will be a discharge of the first jar only ; for 
though the connexion is made with the knob of b, none of the positive 
electricity within can be discharged, for it is restrained by the coercing 
force of the opposite electricity on the outside. If metallic connexion be 
made between the outside of b and the knob of a, both those jars will be 
discharged^ and the third will remain charged; but by bringing a wire 
from the outside of c to the knob of jl, the three jars will be at once dis- 
charged 

We have been led away by the phenomena exhibited in charging the 
Leyden jar from the consideration of the cause of its accumulating elec- 
tricity, and discharging the force instantaneously. We have stated that 
the cause depends on inductive action operating through the substance of 
the non-conducting glass. Exemplifications of this action through glass 
have been previously given. It was shewn that a pane of glass when ex- 
cited by friction on one side, has negative electricity induced on the other, 
and that a glass tumbler may be charged with electricity by exposing the 
inside to the influence of an electrified point, whilst the outside is grasped 
by the hand. The electricity thus collected on the surfisices of the pane of 
glass and the tumbler is sluggish in its action, and is dissipated by slow 
degrees, on account of the non-conducting property of the glass suriaces ; 
but if metal plates be applied on each side of the pane of glass, the elec- 
tricity is instantly concentrated at any point, and on connecting the two 
surfaces with a wire, a discharge takes place, exactly as in the Leyden jar. 
The charged tumbler might also be converted into a Leyden jar by thd 
application of interior and exterior casings of metal foil, to serve as con- 
ductors, to concentrate at any point the electricity distributed over the 
sur&ce of the glass. 

To prove most conclusively that the charge of a Leyden jar is retained 
on the surfjEtce of the glass, and not in the metallic coatings, Leyden jars 
are made with tin ioside and outside casings, so contrived that they may 
be easily removed A jar of this kind, when charged vsid ^\3m^ ^"si «si\sl« 
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anlating Btaad, m&y have the metal casmgs remoTed and otiiers snbatitDted 
for them ; yet aft^ this change the jar will he fonnd to retun its chaige. 
The metal servea oa\y to conduct the electricity simidtaneoaBly from fdl 
parts of tbe glaae. 

A plate of glass affonis tlte mogt 
convenient mode of illuBt»iing that 
the electrical charge is retfuoed hj 
the glass and not by the metid. Let 
a pane of gUss A A, fig. 26, about 
one foot square, be covered on one 
sde Tith tin-foil, and laid bomon- 
tally on the table. To tJie other 
^de apply the insolated metal disc 
c of an electrophorus ; connect the 
disc wil^ the prime coadnetor, and 
tig' ss- a few turns of the madune wiB 

cha^ the glaaa. Remove the disc 
by the insulating handle b, and it will numifest scarcely any traoe of eke- 
tndty. Let the same or another disc be agun applied to the surface of 
the glass, and on making connexion between the metals on the oppoeitiB 
sides a strong disehat^ will take place. A movable metal disc might 
be applied to each surface of the glass with similar results; but the ar- 
rangement indicated in the figure is more convenient. 

When a more powerful (£arge of electricity is required than a single 
jar will retain, several are combined to form an electrical batt^y. For 
convenience, the jars are placed in a box with divisions, the bottom being 





lined with tin-foil, to make connexion with all the exterior coatmgs. The 
knobs of the jars are connected together by wires, as r^resented in 
fig. 29 ; and there is a metal hook projectmg from the dde of the box 
connected with the tin-foil lining Thus all the interior and all the outside 
coatings of tJie jars are connected, and when communication is made 
between the prime conductor and any of the knobs of the jars the whole 
are simultaneously chai^d. They itfe also discbtu-ged simultwneonsly by 
Biakw^ connexion between the projecting hook and any one of thp koofas. 
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The comUnation of several small jan is found better than Having a 
emaller number of large ones, because tiie thickness of the glass necessaiy 
in jars of large size obstructs induction through it. By an arrange- 
ment of many jars, an amount of electric force may be accumulated that 
urould almost equal the destructive power of lightning. Tbe batteay used 
by Faraday in lus experiments consulted of fifteen equal jars, coated eight 
indies upwards from the bottom, 9ad twenty-three inches in circum- 
ierence ; so that each contained 194 square inches of glass coated on 
both sides, independently of the bottopis of the jars, which were of thicker 
^lass, and contained each about S/tf square inches. The total coated 
surface of the battery consequently comprised 3500 square inches of 
coated surface. The electrical battery at the Polytechnic Institution 
exposes a coated surface of nearly eighty square feet. To receive the full 
charge of such a battery would be instant death. A battery of nine quart 
jars is sufficient to exhibit the deflagrating effects of electricity on a small 
scale ; nor would it be safe to receive a shock from a battery of that size. 

It is a faet deserving consideration that the accumulation of quantity 
<diminishes the intensity of electricity. For instance, an electrical machine 
when in good action will emit sparks four inches long. When a Leyden 
Jar is chu*ged with twelve such sparks, the acciunulated electricity will 
not force its passage through more than a quarter of an inch ; and if the 
same quantity be distributed among the jars of an electrical battery, the 
discharge will not take place through the eighth of an inch. The quantity 
of electricity is in each case the same, but the state of intensity diminishes 
in proportion to the surfeu^ over which it is diffused. The difference 
between quantity and intensity is still more remarkably manifested in the 
different conditions of frictional and voltaic electricity, as will be subse- 
quently noticed. 

One of the peculiar phenomena of the electrical battery is the regidtud 
iJia/rge, When communication is made between the inside and outside 
coatings of a battery consisting of several jars, the whole of the electricity 
•is not immediately discharged. On again making connexion between the 
inside and outside coatings, after a short interval, a second discharge will 
occur; which, though comparatively feeble, might occasion a disagreeable 
shock* The cause of this residual charge is partly attributable to the 
accumulation of electricity on those parts of the jar just above the metallic 
coating ; which portions, not being in direct contact with the metal, are 
not conducted with equal rapidity. Fart of the charge also enters into 
the pores of the glass, and is thus removed from immediate contact with 
the metal. 

The nmplest kind of instrument employed for discharging a Leyden 
jar or an electrical battery is a thick curved piece of brass wire, fitted 
with a small ball at each end. One of these balls is applied to the outside 
coating, and when the other is brought near to the knob of the jar the 
deotricity instantly passes through the wire with a smart snap or report, 
connexion being thus made between the two charged surfaces of the jar. 
When, however, a discharger of this kind is employed for an electrical 
battery a slight shock is felt, owing to what is termed the lateral dia^ 
4iha/rge; therefore, to avoid the inconvenience and the danger that might 
arise from holding the wire in the hand, an insulated wire is generaUy 
employed. Its form is represented in fig. 30, aa wgi^^i^m ^cAi&fis^Gx^^ 
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Leyden jar. Two thick braes 
wires a a, of equal lengtlia, and 
tenninated with brass balls, are 
jointed together at c for the con- 
veDience of adjustment, and are 
cemented to a glass handle b, 
which seires to insulate the wires 
from the hand, and prevents the 
liability of any perceptible portion 
of the charge being received by 
the operator. 

flg' *■)- There haa been much discns- 

sion among electricians on the 

subject of lateral dischaige, in reference more particularly to the safety of 

lightning-conductors ; we shall therefore notice in this place the cause of 

the phenomenon. 

It is the case with eleetricity, even to a greater extent than with all fluid 
' bodies, that it will discharge itself into every channel that is open to itj 
Thus, as in a mountain-torreut some portion of the water will deviate 
from the straight and broad course into circuitous and ntarow crevices, so 
will the highly tensive electric fluid force its pass^e through eveiy con- 
ducting medium, even though the course directly open to it appears to 
offer a free passage. It must be borne in mind, however, that as every 
water-course offers some obstruction to the current, so does even the best 
conductor offer resistance to the electric fluid ; some portion of which is 
consequently diverted through every conducting substance by which it 
can be transmitted. Thus, when a Leyden jar is discharged with an insu- 
lated wire, a small part of the charge passes through the circuitous and 
comparatively obstructive course offered by the body of the operator, by 
the floor, and by the table whereon the jar is placed. In the case of a 
single jar, the quantity of electricity that passes in that direction is imper- 
ceptibly small; but when several jars are combined, the lateral discharge 
may become unpleasantly strong, especially if the wire of the discharging- 
rod be not very thick. Even when an insulated discbarging-rod is 
employed, we may infer that some portion of electricity wUl force its 
way along the glass; but it is so infinitessimally small as to be inap- 
preciable. 

Applying the CKperience and inferences deducible from experiments 
with the electrical battery to the more poweriul effects of lightning, we 
are led to consider that every flash of lightning must be accompanied by 
lateral dischai^e, and that the quantity thus diverted from the direct and 
easiest path between the clouds and the earth will depend on the amount 
of resistance which that direct course offers. Therefore, though latei^ dis- 
charge must, to some extent, always occur, it may be rendered entirely 
innocuous by a sufficiently thick and unbroken lightning-conductor. In the 
Eeport of a Committee appointed by the House of Commons to examine 
the plan produced by Sir William &iow Harris for protecting ships from 
lightning, several eminent scientific men expressed tiieir opinions that no 
lateral discharge could occur with uninterrupted conductors of sufficient 
thickness. These opinions could, however, only have bad reference to 
A^ posaMe danger iikely to arise from the divisioii of the charge in 
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other directions ; for it baa beeuflatiflfactorily proved, thf.t during an elec- 
tric discborge and the tranamisBioti of an electric current, some portions 
will be diverted into every possible patb. 

Reverting to tbe consideration 
of tbe electrical battery and tbe ap- 
paratus connected with its applica- 
tion, we must notice particularly tbe 
"universal discharger" as an instru- 
ment of very general utility in elec- 
trical experiments. It consists of a 
wooden base A, into which are in- 
serted three upright pillars. The 
two outermost pillars are of glass, 
for tbe purpose of insulating the ball- 
and-socket joints cc, through which 
brass rods b b slide, so as to bring 
tbem to any required distance on the small table 
D, which is supported on the central pillar E. 
The table may he raised to any height, and ' 
fixed by a screw. The outer coating of the Ley- 
den jar or battery is connected with one of the 
rods, and tbe insulated discharger being con- 
nected with tbe other by means of a chain, tbe 
cbai^ of tbe battery is thus very conveniently 
sent through any substance placed on tbe table 
between the ends of the two rods. 

Lane's discharger is frequently very useful 
in connexion with the preceding instrument, as 
it is self-acting, and transmits a succession of 
charges of regulated power. Fig. 32 will afford g^g, 

a correct idea of the construction of this appa- 
ratus. A bent glass rod c is attached to tbe wire of a 
Leyden jar, and on the top of the bent arm is a brass ball, 
llirougfa which the horizontal wire d slides, so as to regulate 
the small ball at tbe end of it to any required distance from 
tbe knob of tbe jar. A wire or chain b connects tbe hori- 
zontal wire with the outside of the jar ; and in its course 
may be placed tbe universal discharger or any substance to be 
operated on. It is evident from this arrangement that the 
discharge of the Leyden jar will take place whenever the 
electricity has attained a degree of intensity sufficient to over- 
come tbe resistance of the air in tbe space between the knob 
of the jar and tbe ball of the discharger ; and by the proper 
r^ulation of that distance a succesrion of charges of nearly 
equal strength may be transmitted without any interference 
with the apparatus. This kind of discharger is sometimes 
attached to the prime conductor of the electrical machine as 
a more convenient mode of appliance. 

For ascertaining the intensity of charge, an instrument "■■ '*■ 
constructed on the principle of tbe pith-ball electrometer ia \uua.\.\^ iti- 
tadied to tbe prime conductor. It is called Lead's o^uftiesA. A%c^x<^'m.tiwc, 
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represented in fig. 33. The pitb-ball A, attaehed to a ligtit but rigid steni 
c^ is suspended from the upright conducting pillar b, tUtA is repelled pro- 
portionally to the intensity of the electricity in the Leyden jar or battery 
connected with the prime conductor. The quadrant b is graduated to 
mark the degree of repulsion, and by this means, and with the aid of 
Lane's dis^lmfger, the iBtettsity of any charge or succession of chargea 
may be ktfewn tti^ fegulat^. 



CHAPTER VIIL 

MISCELLANEOUS FRGFEBTIES AND EFFECTS. 

The electric shock : its physiological effects — Heating power of the electricaT Battery-^ 
All electrical effects consequent on resistance — ^The electric light : its inertantaneons 
doratMn calculoted-^Magnetising and decomposing power of static electricity. 

Neablt all the properties of accuioulated electricity may be exempfified 
by means of a cylinder machine of nine inches diameter and a battery of 
nine quart jars, assisted with the accompanying a|^>aratu8 which we hava 
described. Many of the phenomena we are about to notice require (xnly a 
single jar fof tiieir development. 

The sudJM cont^ction of the muscles by the peculiar action of elec- 
tricity on th^ nerves is at all times startling and disagreeable, and when 
the sensation of the cdiock was quite novel and the consequences unknown^ 
it was calculiled to Excite fear, though we now ridicule the exaggerated 
accounts firsi given of the sensation. We have already noticed the re* 
markable effect of a charge sent through the brain, as described by Dr.r 
Franklin in his dangerous-seeming experiments ; but without venturing 
on such powerful charges as he distributed without fear, the sudden loss of 
muscular power may be illustrated by sending a comparatively small shoc^ 
from a single jar through the spine. WheU a powerful charge is sent 
through the lungs it is said to cause a violent shout ; and a much smaller 
charge through the same organ occasions involuntary laughter. The de^ 
rangement of the nerves by the sudden shock has the effect of causing, 
in nervous persons, continued trembling of the limbs for some time after* 
wards ; and a frequent repetition of shocks is by no means desirable. 

When the powerful influence exerted by electricity on the nervous 
system was discovered, great hopes were entertained that it would prove 
a valuable remedial agent. These hopes have, however, for t^e most pari 
been disappointed. Several instances, indeed, are reeorded of wonderful 
cures effected by electrical agency, though they aeetA to have been more 
dependent on the imagination than on the direct influence of electricity^ 
In cases of chronic rheumatism rapid successions of feeble electric shocks 
or vibrations have been foimd to afford relief; but generally speaking 
the application of electricity to medical purposes has hitherto failed of 
success, probably from ignorance of Hie means by which its powers may 
be rendered serviceable. 

Of the experiments made ou living creatures with a view to ascertain 
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tbe amoimt of diarge saffident to produce death, those on eels are the 
most curious. Diffiodt as it is to deprive them of life by ordinary means, 
they are killed instantly by a powernd electric charge ; and when such a 
charge is sent tiurough a part only of the body of an eel, that portion is 
deprived of life^ while the other part continues to exhibit sigfia of vitality. 
It has been observed that the bodies of animals killed by electricity very 
quickly decompose; and this fact seems to explain what Franklin was 
inclined to conceive a mere " fancy,'* when he thought thai* a turkey killed 
by electricity ate remarkably tender. 

The fusing power of electricity was known before it was acknowlec^ed 
to possess the property of imparting heat ; and some of tiie early elec- 
tricians entertained the notion that the dissipation of Am leaves of 
metal by the electrical battery was produced by what wa» Itnned '^ cold 
fusion." 

Some illustrations of the igniting power of the electric spark have 
been already mentioned ; but to exhibit the heating effects of electricity 
on metals, and other less inflammable substances, requires an electrical 
battery containing a considerable amount of coated surface. 

"Let a thin strip of gold, silver, or copper leaf be attached by moisture 
between the rods of the universal discharger, and connect one of the rods 
with the outside coatings of the battery-jars. When the battery is fully 
charged, as indicated by the elevation of the ball of the quadrant elec- 
trometer, apply one of the knobs of the insulated discharging-rod to the 
second rod of the universal discharger, and bring the other knob in con- 
nexion with the innde coatings of the battery-jars. The charge will thus 
be sent through the strip of metal-leaf, which will be instantly deflagrated. 
Jf the metal-leaf be laid upon paper, the part whereon it was placed will 
6e burnt, and traces of metallic oxide will remain. A small length of very 
fine wire may be deflagrated in the same manner. 

The deflagration of the metal-leaf and of the wire are caused by the 
resistance they offer to the passage of the electric charge ; for if they be a 
little thicker, so as to allow the electricity to pass more freely, the metals 
will be made red hot without being melted. It is, indeed, only by the 
resistance bodies offer to the passage of accumulated electricity that its 
presence is manifested. Through metals sufficiently thick to conduct it 
freely, electricity passes without any sign; but a similar charge sent 
through an imperfect conductor may produce destructive efiects, in c<»ui^ 
quence.of the resistance it encounters; This observation appHes t» all 
diectric action whatsoever. The Tna/ni/eaUUion^ of eleotndtf^ is- cu proof of 
reaistcmce offered to its passage ; and wken the. rensUmce^ is dsoftmsedi the 
dectrical effects wre propoHiorudly dirmnitked. 

The following experiment affords a flatisfi i et ef y iTtiKili'iiOiuii of Ae in- 
crease of effect by increasing the resistance. Paste ai broad strip of tin- 
foil across a small piece of sheet-glass ; on the top of it place a corre- 
iq[Kmding piece of glass> perfectly dry, and pres» HeUt together with a 
wei^t. The charge of a battery may thus be sent through the tin -foil 
without any perceptible effect. Cut away a small part of the foil, so as to 
leave a break in the middle about the sixteenth of an inch. The battery- 
charge may even then be sent between the glasses without injury, but the 
electricity will manifest itself by a bright spark at the point of separation 
in the £6iL Increase the interval by cutting away s3iot\ies£ y^t^Ksspol fjl*^^ 



foil, BO that the r^Utance to the electric fluid may be increased, and on 
then repeating the discbarge the glass will he shivered. 

A piece of apparatus called a " thunder-house," constructed for the 

purpose of shewing the action of lightning- 

W conductors, illustrates very satisfectorily the 

^^^ effect of interposed resistance to the course of 

TT^ '.he electric charge. A piece of mahogany 

^^ I ^v^ ibont an inch thick is shaped into the form 

^^ ^V^ »f the gable end of a house. A, fig. 34 ; and 

^ I ^ ;here is a small square wooden abutter, d, 

. flHB ^^ ^^y ^ easily taken out and placed at 

I a^^l ipposite comers. A strong wire, B c, lises 

VB ^H ibove the chimney, passes down the house 

ind across the shutter to the wire that con- 

lecte with the outside of a large Leyden jar. 

ffhea the jar is discharged through the wire, 

jLnVH it J ^ ^''^ position represented in the digram, 

l>t'J.iW*J ^he shutter retains its place, for the electric 

sg, M. circuit is not interrupted ; hut if the shutter 

be turned, so that the wire may be in the di- 
rection marked by the dotted lines, the continuous circuit is broken, 
and the resistance which the electric fluid meets with in crossing the inter- 
Teuiog space caosee the shutter to he forced out to some distance. 

The discharge of a Leyden jar may be prolonged by interposing an 
imperfect conductor ; and by thus diminishing the rapidity of the passage 
of the electric fluid, it will produce effects that its more rapid action ren- 
ders unattainable. Thus, if a small quantity of gunpowder be liud on the 
table of the universal discharger, the effects of an ordinuy discharge will 
disperse the powder without igniting it ; but if the metallic circuit be 
interrupted by a basin of water interposed between two ends of the con- 
necting wires, the discharge is prolonged by the resistance of the water, 
and the force, though less energetic, is more effectual in igniting the gun- 
powder, which then explodes instead of being dispersed- 

Several forma of apparatus have been contrived for exhibiting the elec- 
tric light Spangles of tin-Foil are pasted on to glass, in various patt«n)s, 
so arranged as to form a continuous 
line for the pass^^e of the electric 
By means of Lane's discharger 
a continuous stream of small charges 
is sent through these breaks in the 
conducting metal-foil, at each of 
which a brilliant spark appears, re- 
presenting in vivid lines the device 
arranged by the disposition of the 
breaks in the foil. In the dark this 
exhibition has a very agreeable effect ; 
and when a lengthy device ia pat- 
terned on the glass, the simultaneous appearance of sparks at all the breaks 
serves to shew, in some degree, the instantaneous character of the electric 
discharge. In the arrangement of the tin-foil spangles in devices, care 
maet be tafcen that the Bom of the spaces between each ia not greater 
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than the space through which the electricity of the jar will discharge it- 
self. Sparks from the prime conductor of the electric machine wiU tra- 
verse over a much greater space than a discharge from a Leyden jar, but 
the light is not so intense. A suspended chain also serves to exhibit 
the brilliancy and instantaneous nature of the electric discharge ; for vivid 
sparks appear at the junctions of the numerous links ; and when the chain 
is hung in festoons, luminous tracery is produced. 

The instantaneous duration of the electric spark is shewn in a striking 
manner by a very ingenious application, by Professor Wheatstone, of one 
of the properties of vision. The retina of the eye, it is well known, pos- 
sesses the peculiar property of retaining the impression of an image for 
the eighth part of a second after the object that produced it is removed. 
The eighth part of a second may perhaps seem to most persons a duration 
inappreciably small ; but those accustomed to note time will detect, with 
the naked eye, a variation of the tenth part of a second in the vibration of 
a pendulum, and by means of the copying electric telegraph a variation of 
the thousandth part of a second may be detected and rendered visible. 
The fact that a lighted stick, when whirled round in the air, appears like 
a circle of light, proves also that the circle must be completed within the 
eighth part of a second, otherwise the line of light would appear to be bro- 
ken ; but as it is, the impression at every part of the circle remains on the 
retina until the light returns to the same point to renew it ; and thus the 
circle described by the lighted stick, instead of appearing to be made up of 
numerous sparks, resembles a continuous ring of light. The same cause 
also explains why a circular screen containing figures or patterns painted 
on it becomes a confused mass of colour when turned rapidly round. It 
may be easily conceived, however, that if only insta/ntcmeoua sight could 
be obtained of either of the whirling bodies, it would be seen in its true 
form ; that is, the lighted stick would appear as a stationary spark, and 
the figures on the screen would be distinctly visible, and would seem to be 
stationary, though in reality revolving very rapidly. It is by applying 
this principle that Professor Wheatstone has determined the duration of 
the electric spark. A painted screen is turned round rapidly in the dark^ 
and is lighted at intervals by electric sparks from a Leyden jar. The 
figures on the screen seen by this occasional light appear quite distinct, 
and to be at rest ; thus proving that the duration of the light must be 
considerably less than the eighth part of a second. The velocity of the 
screen's motion is regulated to a known number of revolutions in a second^ 
and by increasing the rapidity a speed is at length attained at which the 
colours become confused ; even the duration of the electric spark affording 
time for the objects to be seen in more than one position. The rapidity 
of revolution being known, and also the duration of impressions on the 
retina, the length of time that light is thrown on the screen just before 
the figures become confused may be estimated; and thus Professor Wheat- 
stone has been enabled to prove that the duration of the electric spark is 
not longer than the millionth part of a second. The electric spark seems, 
indeed, to be much longer in sight ; but the retention of the light by the 
retina causes the duration of the impression to remain for the eighth part 
of a second, though the light itself only lasts the millionth part of that 
time. A flash of lightning is equally instantaneous, and all objects in 
motion seen in the night-time by lightning appeax U> b^ ^\» \«eK». '^'b^ 
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a cannon-ball in rapid flight would appear to be motionless in the air. 
*' As quick as lightning^' bas become a proverbial expression, though few 
persons are aware how very instantaneous it really is. 

The magnetising and decomposing powers of electricity will be no- 
ticed more particularly when we come to speak of that modification of 
the force exhibited in the voltaic battery ; but a few examples of the ex- 
ercise of those powers by statical electricity will serve to shew that in 
these, as in all other respects, there is a similarity between the chemically 
excited and the frictional agent. 

Let a sewing-needle be placed on the table of the universal disch^ger, 
so that several charges of the electrical' battery may be sent through it 
in quick succession. This can be most conveniently done by connecting 
Lane's discharger with the instrument. After the needle has been thus 
operated on, it will be found to possess magnetic properties, and the effect 
will be increased if the needle be placed in the magnetic meridian during 
the experiment. 

The decomposing power of statical electricity may be shewn by pass- 
ing a succession of electric sparks from the machine through litmus or 
turmeric paper moistened with a solution of sulphate of soda. The salt is 
(Portly decomposed by the electric agency; and the acid liberated from the 
soda will turn the paper red if litmus be used, or if turmeric paper be 
the re-agent, the alkali separated from the acid will give it a brown stain. 
The experiment succeeds better when the electricity is directed 
from the prime conductor to the paper by points, or by some 
other form of discharge which will cause a constsmt current of 
electricity of a lower degree of intensity to act ob the salt to be 
decomposed. 

The decomposition of water may be illustrated by passing a 
rapid succession of charges from a Leyden jar between the 
ends of two wires inserted in a glass tube containing water, 
the ends of the two wires in the water being about half an inch 
apart. At each discharge small bubbles of hydrogen and oxy- 
gen gases rise from the ends of the wires in the proportion of 
two parts of hydrogen to one of oxygen, that being the propor- 
tion in whddi the two gases combine in the constitution of 
water. The gases thus evolved, if mingled together, will ex- 
plode when a light is brought near ; and if the experiment be- 
conducted with great care, and on a sufficiently large scale, a 
quantity of water will be formed by the re-union of the gases 
flgL 3S. during the explosion, exactly corresponding in weight to thai 
of the water decomposed. 
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CHAPTER IX. 

ATMOSFHEBIC ELECTMCITT. 

B«ccaria*s observations of a thnnder-stom — ^Mr. Crosse^s apparatus and experiments-— 
BemaiiLable phenomena of a thunder-storm — Different conditions of artifreial elec« 
tiicity and lightning — Lightning-conductors — Supposed danger from lateral dis^ 
ehai^ge — Various kinds of lightning-eonductors — Safest place in a thnnder-storm— * 
Causes of the electrical state of the clouds — Sheet-lightning and forked-lightning-^ 
Thunder— The aurora borealis. 

The identitj of lightning and electricity was fully proved by Franklin 
and by the French electricians, who succeeded, by experimenting accord- 
ing to his directions, in drawing lightning from the clouds. The fact was 
80 completely established by the first experiments on the subject as to 
leave no doubt that lightning is the effect of electrical discharge betweeik 
the earth and the clouds; and the principal object of succeeding investiga- 
tions has been to determine the pecuHar conditions of the electricity of the 
clouds, the means by which they become charged, the force of the disrup- 
tive discharge, and the most effectual means of guarding against its effects. 
Signer Beccaria, of Turin, a contemporary of Franklin's, made a care- 
ful and very extended series of observations on lightning and atmospheric 
electricity, which have scarcely been surpassed by those of succeeding elec- 
tricians. In his experiments he made use of kites and pointed rods, and 
of a great variety of both at different places. He paid particular attention 
to the appearances presented by the clouds during thunder-storms, of which 
the following were the most remarkable : *' The first appearance of a 
thunder-storm is one or more dense clouds increasing very fast in size, 
and rising into the higher regions of the atmosphere. The lower surface 
18 black and nearly level, but the upper finely arched and well defined. 
Many of these clouds seem often piled one upon another, all arched in the 
game manner, but they keep continu^y uniting, swelling, and extending 
their arches. At the time of the formation, or approach of the dense cloud| 
the atmosphere is generally full of a great number of separate clouds, 
motionless and of peculiar shapes. All these, on the appearance of the 
thnnder-doud, draw near towards it and become more uniform in their 
shapes as they approach, until they coalesce into one uniform mass. When 
the thunder-cloud has increased to a great size its lower surface is often 
ragged, particular parts being detached towards the earth, but still con- 
nected with the rest. Sometimes the lower surface swells into various 
large protuberances, bending uniformly towards the earth ; and sometimes 
one entire side of the cloud will haive an inclination to the earth, and 
the extremity will nearly touch the ground. When the eye is under the 
thunder-cloud, after it has grown large and well-formed, it is seen to sink 
lower, and darken prodigiously ; at the same time that a number of 
small clouds are seen in rapid motion driving about in very uncertain 
directions under it. Whilst these clouds are agitated with the most rapid 
motions the rain generally falls in the greatest plenty^ and if the agitation 
be exceedingly great, it generally hails. 
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" While the thunder-cloud is swelling and extending in branches over 
a large tract of country, the lightning is seen to dart from one part of it 
to another, and often to illuminate the whole mass. When the cloud has 
acquired sufficient extent, the lightning strikes between the cloud and the 
earth in two opposite places, the path of the Hghtning lying through the 
whole body of the cloud and its branches. The longer this lightning con- 
tinues, the rarer does the cloud become, until at length it breaks in dif- 
ferent places and shews a clear sky. When the thunder-cloud is dispersed, 
those parts which occupy the upper regions of the atmosphere are equally 
spread and very thin, and those underneath are black, but also thin ; and 
they vanish gradually without being driven away by any wind, being dis- 
solved into ^invisible vapour."* 

Experiments on a scale of vast magnitude have been for some years 
past conducted by Mr. Crosse, of Broomfield, near Taunton, a gentleman 
who, secluded within his own domain, which he has converted into an ex- 
tensive electrical laboratory, has been endeavouring to dive into the secrets 
of nature, and to trace the agency of electricity in the construction of rocks, 
and even in the creation of living creatures. This philosopher collects 
electricity from the atmosphere by means of what he terms an " exploring 
wire," which extends for several miles over his grounds. This wire is in- 
sulated, and is connected with many pointed metal rods, which are sup- 
ported and insulated on poles fixed to some of the highest trees in lus 
park. These poles are erected in all directions, as far as the eye can 
reach, and the exploring wire connected with them is made to terminate 
outside the window of the laboratory. A thick wire communicating with 
the earth is supported on a pole near to the exploring wire, to serve as a 
safety conduit for the electricity when it is emitted in such quantities as 
to become dangerous. When experiments are performed in the laboratory 
with the accumulated electricity collected by the exploring wire, it is intro- 
duced through the. window by a connecting wire; convenient arrange- 
ments being made for applying the force with advantage and for securing 
the safety of the operator. 

The following is Mr. Crosse's account of the construction of a thunder- 
cloud, as examined by the exploring wire ; and of his views of the manner 
in which the electricity is distributed : 

** On the approach of a thunder-cloud to the insulated atmospheric 
wire, the conductor attached to it gives corresponding signs of electrical 
action. In fine cloudy weather the atmospheric electricity is invariably 
positive, increasing in intensity at sun-rise and sun-set, and diminishing at 
mid-day and mid-night, varying as the evaporation of the moisture in the 
air ; but when the thunder-cloud (which appears to be formed by an un- 
usually powerful evaporation, arising either from a scorching sun succeed- 
ing much wet, or vice versaS draws near, the pith balls suspended from the 
conductor open wide with either positive or negative electricity ; and when 
the edge of the cloud is perpendicular to the exploring wire, a slow suc- 
cession of discharges takes place .between the brass ball of the conductor 
and one of equal size carefrilly connected with the nearest spot of moist 
ground. I usually connect a large jar with the conductor, which increases 
tiie force, and in some degree regulates the number of the explosions ; and 

• Priestley's History of Electricity. 
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tKe'two balls between which the discharges pass can be easily regulated^ 
as to their distance from each other, by a screw. After a certain number 
of explosions, say of negative electricity, which at first may be nine or ten 
in a minute, a cessation occurs of some seconds or minutes, as the case 
may be, when about an equal number of explosions of positive electricity 
takes place, of similar force to the former, indicating the passage of two 
oppositely cmd equally deci/nfied zones of the cUmd ; then follows a second 
zone of negative electricity, occasioning several more discharges in a 
minute than from either of the first pair of zones ; which rate of increase 
appears to vary according to the size and power of the cloud. Then occurs 
another cessation, followed by an equally powerful series of discharges of 
positive electricity, indicating the passage of a second pair of zones : these 
in like manner are followed by others, fearfully increasing the rapidity of 
the discharges, when a regular dream commences, interrupted only by 
change into the opposite electricities. The intensity of each new pair of 
zones is greater than that of the former, as may be proved by removing 
the two balls to a greater distance from each other. When the centre of 
the cloud is vertical to the wire, the greatest effect consequently takes 
place, during which the vnndows rattle in their frames, and the bursts of 
thunder without and the noise within, every now and then accompanied by 
a crash of accumulated fiuid in the wire striving to get free between the 
balls, produce the most awful effect, which is not a little increased by the 
pauses occasioned by the interchange of zones. Great caution must of 
course be observed during this interval, or the consequences would be 
fatal. My battery consists of fifty jars, containing 73 feet of surface on 
one side only. This battery, when fully charged, will perfectly fiise into 
red hot balls 30 feet of iron wire in one length ; such wire being -j^ of 
an inch in diameter. When this battery is connected with 3,000 feet of 
exploring wire, during a thunder-storm it is charged fully and instanta- 
neously, and of course as quickly discharged. As I am fearful of destroy- 
ing my jars, I connect the two opposite coatings of the battery with brass 
balls one inch in diameter, and placed at such distances from each other as 
to cause a discharge when the battery receives three-fourths of its charge. 
When the middle of a thunder-cloud is overhead a crashing stream of 
discharges takes place between the balls, the effect of which must be wit- 
nessed to be conceived. 

''As the cloud passes onward, the opposite portions of the zones which 
first affected the wire come into play, and the effect is weakened with each 
successive pair till all dies away, and not enough electricity remains in 
the atmosphere to affect a gold-leaf electrometer. I have remarked that 
the air is remarkably free of electricity, at least more so than usual, both 
before and after the passage of one of these clouds. Sometimes a little 
previous to a storm, the gold leaves connected with the conductor will 
for many hours open and shut rapidly, as if they were panting, evidently 
shewing a great electrical disturbance. 

'' It is known to electricians that if an insulated plate, composed of a 
perfect or of an imperfect conductor, be electrified, the electricity commu- 
nicated will radiate from the centre to the circumference, increasing in 
force as the squares of the distance from the centre ; whereas in a thunder- 
cloud the reverse takes place, as its power diminishes from the centre to 
the circumference. First a nucleus appears to be iotYxie^ — ^^^ ^l^^'s^v^'^i 
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electricity — embracing a large portion of the centre of the cloud, ronnd 
which is a negative zone of equal power with the former ; then follow 
the other zones in pairs, diminishing in power to the edge of the cloud. 
Direct^/ bdow this cUnid, according to the laws of inductive dectricitj, must 
exist, on the surface of the earth, a nucleus of c^posite or negative elec- 
tricity, with its corresponding zone of positive, and with other zones of 
electnfied surface corresponding in nimiber to those of the cloud above, 
although each is oppositely electrified. A discharge of the positive nu- 
cleus above into that of the negative nucleus below, is commonly that 
which occurs where a flash of lightning is seen ; or from the positive be- 
low to that of the negative above, as the case may be ; and this discharge 
may take place according to the laws of electricity through any or all of 
the surrounding zones, iinthotU in^Uiefncing their reapectwe dectricUies, other- 
wise than by weakening their force by the removal of a portion of the 
electric fluid from the central nucleus above to that below ; every successive 
flash from the cloud to the earth, or from the earth to the doud, weaken- 
ing the charge of the plate of air, of which the cloud and the earth form 
the two opposite coatings."* 

It would appear, therefore, from Mr. Crosse's observations of the phe- 
nomena of a thunder-storm, that the cloud between which and the earth 
discharges occur is electrifled in concentric rings, each one becoming less 
intensely charged towards the extremity. As each ring or zone must of 
course become enlarged as its distance from the centre increases, the quan- 
tity of electricity in each zone may probably be assumed to be equal ; 
though to this point Mr. Crosse's observations do not extend. Though 
the electricity of the atmosphere is in all essential particulars the same as 
the electricity excited by the machine, the condition in Which it exists in 
a thunder-cloud is diflerent from any that can be artificially produced, in 
consequence of the magnitude of the scale on which nature operates. The 
strongest spark emitted from the most powerful electrical machine does 
not exceed two or three feet in length ; and when numbers of such sparks 
€ire accumulated in an electrical battery, so as to imitate, in a feeble 
manner, the destructive efiects of lightning, the charge, when spread over 
the surface of the glass, will not force its way through more than two 
inches of resisting air. A discharge between the clouds and the earth will 
sometimes occur when the thunder-cloud cannot be less than 300 feet above 
the object struck by lightning ; though the resistance of the intermediate 
space is no doubt greatly diminished by the moist atmosphere and by rain. 
The electricity in the clouds immediately before the discharge must conse- 
quently be of a very high degree of intensity ; and there is ample evidence 
in the destruction of imperfectly conducting bodies of the immense quantity 
of electricity concentrated in a flash of lightning. 

A long spark from a powerful electrical machine, severed and zig-zo/gged 
by the resistance of the air, nearly resembles in form a flash of forked 
lightning ; and in speculating on the mode of the action of lightning, the 
spark of an electrical machine, in consequence of its greater intensity, may 
be taken as bearing a closer analogy to it than the disruptive discharge of 
an electrical battery. In considering, therefore, the disputed question of 
the best mode of protection from lightning, and the effects of lateral dia- 

* Noad'fl Lectures on Electricity. 
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cliarge, we are more likely to arrive at safe conclusions if the character of 
the discharge from the prime conductor be examined, rather than the more 
powerful, l^ough less concentrated, discharge of the battery. 

The question in dispute in reference to the lateral discharge is, whether 
a lightning-<2onductor, allowed to be of proper thickness, will conduct a 
disruptive discharge safely from the clouds without danger of injury from 
the passage of the electricity in other than the direct course. It is ad« 
duced, as an illustration that there is danger in lightning-conductors, that 
when a discharge from an electrical machine is conducted to the earth by 
a very efiBcient wire, sparks may nevertheless be drawn from the wire at 
any part of its course, though sparks cannot be drawn when the conduct- 
ing body is connected with the wire itself. It has hence been inferred, that 
to render a lightning-conductor perfectly safe, all conducting bodies near 
it should have a metallic connexion with the rod. It appears, however, 
that the simplest mode of viewing the subject is to regard every discharge 
of lightning as distributed among aU conducting bodies in the vicinity, 
forcing its way through every course open to it in quantities proportioned 
to the facilities offered for its passage. According to this view, we must 
consider that in every flash of lightning there is not only a lateral dis- 
charge, but what may be termed a diMrilyuMve diacha/rge within a definite 
range. 

The quantity of electricity that finds its way to the earth through 
these multifarious channels will be proportionate to their relative con- 
ducting powers. Suppose, for example, that a wire were joined to the 
lightning-conductor, and continued uninterruptedly to the earth ; as much 
of the electric fluid would be conducted through that wire, in proportion 
to its thickness, as through the main conductor. If, however, the con- 
tinuity of the wire were interrupted, the resistance occasioned by the 
imperfect connexion would very materially diminish the quantity of elec- 
tricity transmitted, though some portion would still pass through the 
divided wire. We may conceive that, in the same manner, every other 
substance, however imperfectly it conducts, transmits some portion, though 
it may be inappreciably small, of the infinitely divided charge. 

The preceding consideration of the question is not calculated to di- 
minish the value of lightning-conductors ; but it points out the danger of 
dividing the discharge of lightning in such a manner as to direct a large 
portion of the electric fluid from its direct course. It was stated by 
Dr. Faraday, in evidence before the committee of the House of Commons, 
that a man would be safe even though leaning against the conductor of a 
ship when struck by lightning; nor is it probable that an appreciable 
quantity of electricity would pass from the continuous metal rod to find a 
devious and resisting course elsewhere ; but if the man leaning against the 
conductor were at the same time to be standing on the iron cable, so as to 
form part of a metallic connexion with the sea in another course, there 
<»n be little doubt he would receive a shock more or less severe. The 
author's personal experience, as previously mentioned, enables him to 
speak of the distributive character of the discharge of lightning. When 
the electric fluid passed through his arm, that limb was sharing the discharge 
with many -other and much better conductors of electricity ; and though 
the sensible effect extended only from the wrist to the shoulder, a mudi 
smaller quantity of electricity must, according to ticie) ^TccLd^^i q\ s^Xjc^^sShsj*^ 
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discharge, have passed through his body to the support on which he was 
standing. A serious instance of distributive discharge of lightning oc- 
curred last summer at Paddington. A row of buildings was struck by 
lightning, and four men, at work in different houses, were killed. 

There has lately been much variety introduced in the forms of light- 
ning-conductors. In the early days of their application, electricians 
questioned whether the elevated portion of the rod should terminate with 
a metal knob or a point, or whether it should be formed of a non-conduct- 
ing substance. The point, however, gained the day; as it was rightly 
considered better to attract the electricity silently and gradually than to 
trust to the rod only for conducting a disruptive discharge. The notion 
of tipping the end with a non-conductor was simply absurd. Those who 
thus attempted to keep off lightning might with equal reason have erected 
' a glass rod instead of a metal one. The opposite principle is now so 
generally adopted that, with a view to increase the silent attraction of 
atmospheric electricity to lightning-conductors, it is customary to add 
several branching points. It may be questioned, however, whether any 
advantage is gained by more than a single point. 

A recent invention, to which her Majesty's letters patent have been 
granted, exhibits a curious misconception of the true properties of light- 
ning-conductors. The patentee terminates his lightning-conductors with 
a great number of magnetised steel points, conceiving, no doubt, that as 
there is an intimate connexion between electricity and magnetism, the 
magnetism of the points would add greatly to their attractive power. As 
iron and steel do not conduct electricity so readily as copper, the latter 
metal is the best for the purpose; and it is employed by Sir W. Snow 
Harris in his system of protecting ships from lightning. The greater 
expense of copper prevents its adoption on buildings, and a proportionally 
thicker rod of iron coated with zinc, or, as it is commonly called, " galva- 
nised," answers the purpose very efficiently. 

Buildings to which lightning-conductors are attached, elevated several 
feet above the highest point, are in little danger during a thunder-storm. 
In houses not so protected, the place of greatest safety is an under-ground 
cellar. Those who are alarmed, and yet do not like to descend into the 
cellar, will do well to lie down on a sofa near the middle of the room, 
taking care to avoid the proximity of suspended chandeliers, or any other 
interrupted metallic body. Persons who are exposed out of doors in a 
thunder-storm should avoid taking shelter under trees ; for though they 
possess sufficient conducting power to attract lightning, they are not such 
good conductors as the fluids of the human body, and the electricity will 
consequently take its course to the earth through the better conductor. 

In the mountain valleys of Savoy, application has been made of pointed 
rods to draw the electricity silently from the atmosphere for the purpose 
of protecting the vineyards from the destructive effects of hail, which fre- 
quently accompanies a thunder-storm. These conductors of electricity, 
termed pa/ragreles, have been found to answer very effectively. 

There is much variance of opinion respecting the requisite thickness 

of lightning-conductors. A French commission appointed to determine 

ijbe question reported that a rod of iron seven-tenths of an inch square is 

. qmte sufficient under all circumstances. In the lighthouses and public 

^j^dtdings in this country, rods of copper three-quarters of an inch wide 
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and about a. quarter of an inch thick are employed, and as copper conducts 
electricity seven times better than iron, these conductors are consequently 
much more efficient than those recommended for adoption in France ; yet 
lEieveral lighthouses so protected were damaged during the thunder-storms 
of last autumn, and Eddystone lighthouse was considerably damaged by 
lightning in January last. As the resistance of a metal rod to the con- 
duction of electricity is greatly increased by its length, a much thinner 
conductor is sufficient for a dwelling-house than is required for a lofty 
building. 

Wires will sometimes serve to conduct lightning safely even when so 
iJiin as to be melted by its transmission. A remarkable instance of this 
kind is noticed in the following unpublished letter of Franklin's, which 
will be read with considerable interest.* 

Philadelphia, March 1, 1755. 

SiE, — I am but just returned from a long journey, after near six 
months' absence, and find your favour of September 29, by which have the 
agreeable advice that you expect to be able to remit me something in 
Smith's affairs very soon. 

. As to the thickness of wire necessary or sufficient to conduct a large 
quantity of lightning, concerning which you desire my sentiments, you 
will find something on that head in pages 124 and 125 of the enclosed 
pamphlet, which please to accept. And I may add, that in my late jour- 
ney I saw an instance of a very great quantity of lightning conducted by 
a wire no bigger than a common knitting-needle. 

It was at Newbury, in New England, where the spire of the church- 
steeple, being seventy foot in height above the belfi^, was split all to 
pieces and thrown about the street in fragments ; from the bell down to 
the clock, placed in the steeple twenty foot below the bell, there was the 
Ismail wire above mentioned, which commuuicated the motion of the clock 
to the hammer, striking the hour on the bell. 

As far as't^e wire extended no part of the steeple was hurt hj light- 
ning, nor below the clock as far as the pendulum-rod reached, but from 
the end of the rod downwards, the lightning rent the steeple surprisingly. 
The pendulum-rod was about the thickuess of a small tobacco-pipe stem, 
and conducted the whole without damage to its own substance, except 
that the end where the lightning was accumulated it appeared melted, as 
much as made a small drop. But the clock-wire was blown all to smoke, 
and smutted the wall by which it passed in a broad small black track, and 
also the ceiling under which it was carried horizontally. No more of it 
was left than about an inch and half next the tail of the hammer, and as 
inuch joining to the clock. 

Yet this is observable, that though it was so small as not to be suffi* 
cient to conduct the quantity with safety to its own substance, yet it did 
conduct it so as to secure all that part of the building. Excuse this 
scrawl, which I have not time to copy fair. 

I am, with much respect, Sir, 

Your very humble servant, 

B. Fran^elli^t. 

• We are indebted to the kmdness of Charies Reed, 'Eaq,^ F.S.A.^ for this letter,' 
from his collection of mannscriptSk 

G 
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P.S. I have just been reading a similar instance taken firom the 
Journal des Sa/ocms for 1676, page 113, viz : — 

" En 1676, le tonnerre ^crasa le clocher de Tabbaye de Saint Medard de 
Soissons ; la foudre se porta ^ une grande distance le long des fils d'arcbal 
qui communiquoient ^ ITiorloge ; elle fondit ces cordes m^talliques sans 
faire d'autres disordres dans tout le trajet.'' 

To Mb. James Birkit, Merchant, Antigua, 
Per Caft. Snook, J. D. C. 

The continuous discharges of the electric fluid during a thunder-storm 
occur more frequently from cloud to cloud than between the clouds and 
the earth. These discharges of what are called " sheet-lightning" may often 
be observed at intervals of only a few seconds apart, and occurring with 
that rapidity for some hours, varied from time to time by discharges 
between the clouds and the earth. Duriug a thunder-storm in August 
last, we noticed a continuous flashing among the clouds, some of the 
lightning being of the most vivid kind, and darting horizontally like a 
bedl of fire across a considerable expanse of the horizon. 

Several causes have been assigned for the electrical condition of the 
clouds. The simplest hypothesis appears to be that founded on the j^iis 
and mimis theory of Franklin, which well explains the varying circum- 
stances of the accumulations of electricity in the atmosphere, and of its 
frequent changes from positive to negative. The fact that the natural 
capacity of a body for electricity varies with changes in the extent of its 
surface has been already noticed. The capacity of steam and vapour for 
electricity, therefore, very greatly exceeds that of the water from which 
the steam is evaporated. Thus, when evaporation takes place from the 
earth, the vapour is combined with a vast quantity of electricity in a latent 
state. The condensation of the vapour into clouds diminishes its capacity, 
and a quantity of electricity is consequently set free, surrounding the 
particles of mist. As the mist collects into drops, a ftirther amoimt of 
electricity is liberated, and the intensity of its condition is increased, 
though the actual quantity of electric fluid remains the same. On the 
other hand, when a cloud "melts into air," the capacity of the invisible 
vapour is greatly enlarged, and it absorbs the free electricity which was 
previously contained in the cloud. The changes continually taking place 
in the electrical condition of the clouds may thus be accounted for by the 
continual changes of state in the condensed vapour. 

That the conversion of water into steam excites electricity during the 
enlargement of its volume may be readily proved. If a metal cup con- 
taining water be placed on the top of an electrometer, and a hot cinder Be 
dropped into it, the sudden generation of steam will immediately cause the 
gold leaves of the electrometer to diverge. The water by increasing in 
volume has its capacity for electricity increased, and absorbs ft .fix>m all 
surrounding bodies, leaving the electrometer in a negative stati^f ^ 

During evaporation from the surface of the earth, the elecl^teal condi- 
tion of the vapour may be modified considerably by the comparative ra- 
pidity or slowness of the process ; but it may be assumed that under all 
circumstances the vapour obtains, at the time of its formation, the quantity 
Af electricity natural to its state of density ; and>^^t it does not become 



ATMOSPHEBIC ELECTHICITY. 91 

actively electrical by being 'phis or mirms until it undergoes a change of 
state when it has risen in the air and become insulated from the earth. 

When the clouds are in such a highly electrical state as to cause a dis- 
charge between them and the earth through a large intervening space of 
the resisting air, it might be imagined that one such discharge would neu- 
tralise the condition of the clouds, and that the thunder-storm would be 
€nded. But it must be borne in mind that the condensed vapour of the 
clouds is a very imperfect conductor of electricity, and that one cloud, or 
a portion of a cloud, may have its electricity discharged, whilst another 
adjoining cloud remains fully charged ; in the same manner that an excited 
rod of glass emits a succession of discharges to a conducting body brought 
to different points of its surface. Thus when the electricity of one cloud 
is discharged whilst the surrounding clouds remain in a highly electrical 
state, a constant effort is made to restore the equilibrium, and discharges 
from cloud to cloud, called sheet-lightning, are the consequence. 

The reverberating sound of thunder is produced by the devious course 
of lightning through the resisting air. The amount of such resistance 
cannot well be calculated, but as the resistance of the air to the motion of 
a musket-ball when propelled at the rate of 1600 feet in a second is equal 
to twenty pounds on the square inch, or to 120 times the weight of the 
ball, some notion may be formed of tibe immense resistance encountered 
by the electric fluid in its instantaneous passage through the air. The 
first peal of thunder heard arises from the concussion of the air at the 
nearest point ; therefore, assuming the direction of a flash of lightning to 
be from the clouds to the earth, the thunder will be first heard from the 
part where the lightning strikes the ground. The subsequent successive 
reverberations are occasioned by the comparatively slow progress of sound; 
those rumblings of thunder last heard being, in fact, caused by the first 
impulsive action of lightning on the air. 

We have heard it remarked by Faraday as a curious error of artists in 
their representations of thunder-storms, that they make the lightning 
pointed towards the earth. Now, if it were possible to trace the course of 
a flash of lightning by the eye, the part near the clouds, being the more 
distant, would appear to be much more pointed than that part which 
would be seen approaching the earth. 

The phenomena of the aurora borealis and of " falling stars '* are attri- 
butable directly to atmospheric electricity. In the upper regions of the 
atmosphere electricity is readily conducted, and flashes of electric light 
are transmitted through the highly rarefied air with little resistance. The 
experiment of sending flashes of light through an exhausted receiver ex- 
emplifies, with considerable accuracy, the phenomenon of the aurora, but 
there are other circumstances connected with it, in reference to the sources 
of electrical excitement and the conditions in which the electricity is de- 
veloped, that yet remain undetermined. 
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CHAPTER X. 

ELECTBIGITY FBOM HIOH-PKEaSOBE STEAK. 

Steam, sn abundmit source of electrical eieitement— Hydro- Electrical Machine — State 
of the electricity excited by it — Combination of quantity and intensity— Friction of 
vatectbe cause of excitement — Faraday's eijierimenCs on High -Pressure Steam. 

The eidtement of electricity by the emiasion of high-preBsure ateam is 
tbe roost recently discovered means of disturbing the electrical equili- 
brium ; anil it affords a more abundoiit supply of electricity of great inten- 
sity than any other artificial source. 




The effect is not fully developed unless the steam be nosed to a pres- 
sure of 50 lbs. on the square inch. The apparatus constructed for exhibi- 
tion at the Polytechnic Institution is tbe largest machine of the kind yet 
m^de. The boiler a a, fig. 37, is constructed on the same principle as tbe 
boilers of locomotive steam-en^nes ; being perforated longitudinally by 
tubes, through which tbe draught of the fiirnace passes. These tubes serve 
tbe double purpose of increasing the generation of steam and of strength- 
ening tbe boiler. The length of the boiler is six feet six inches; its 
diameter, including tbe furnace, which is in tbe centre, is three feet six 
inches. There are forty-six bent tubes, T, at the top for tbe escape of tbe 
Bteam. These tubes are made of iron, hut the jets through which the steam 
iasnes are formed of partridge wood j that material havmg been found by 
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experience to give the best results. In front of the jets there are several 
rows of metallic points, for the purpose of conducting the electricity, as 
quickly as it is excited, to the earth, and thus to prevent its return to the 
boiler from which the sparks are taken. The boiler is insulated from the 
ground by six stout glass pillars, B B b, about three feet high, on which 
the apparatus rests. 

The pressure of steam commonly used in experimenting with this ap- 
paratus is 60 lbs. to the square inch. When in full operation, with steam 
issuing from the 46 jets, the torrents of electricity evolved bear some 
resemblance to those described by Mr. Crosse as having poured forth 
from his exploring wire during a thunder-storm. The electricity excited 
combines quantity with intensity. Though the sparks emitted are not so 
long as those from the large plate-electrical machine in the Polytechnic 
Institution, they are more dense, and approximate to the character of the' 
spark from the discharge of an electrical battery. The length of the 
sparks that may be taken from the boiler is about fourteen inches, and at 
the distance of six inches there is a rapid flow of electrical discharges too 
quick to be counted. The large battery of the institution, comprising 
84 feet of coated surface, is fully charged in eight seconds ; though requir- 
ing at least fifty seconds to be charged by the plate-electrical machine in 
its best action. 

The sparks from this apparatus ignite gunpowder and inflame paper 
and wood shavings, and by this means also numerous effects of electro- 
chemical decomposition can be exhibited. 

The excitement of electricity by effluent high-pressure steam appears 
from the experiments of Dr. Faraday and Mr. Armstrong to be caused by 
the friction of condensed water against the jet from which the steam' 
issues. It was found that when the jet and the pipe leading to it were 
heated, so as to prevent the condensation of the steam before it issued forth, 
scarcely any electrical effects were produced ; and that they were in- 
creased by lengthening the pipe, so as to cause greater condensation. It' 
is for this object that the emission pipes of the apparatus at the Polytech- 
nic Institution are bent so as to allow the water to collect near the aper-* 
tures. 

There are several additional facts tending to confirm the opinion that 
friction is the cause of the excitement of the electricity thus produced, 
and not evaporation or mere change of density in the steam. In Faraday's 
experiments no electricity was excited when the safety-valve was opened 
wide, and the steam escaped without friction, but when it was allowed to 
impinge on a cone, electrical effects were directly manifested. Changes in 
the substance of the jet, or of the material of the cone on which the issu- 
ing steam impinged, greatly affected not only the quantity of electricity 
excited, but its character. When distilled water was employed, the boiler 
was in nearly all cases charged with negative electricity, and the issuing 
steam was positive ; but by the introduction of oil of turpentine into 
the jet the boiler became strongly positive and the steam negative. In 
all cases, however, the issuing steam wid the insulated boiler were found 
to be in opposite states of electricity. 

In the experiments conducted by Faraday with a small apparatus, the 
pressure of steam never exceeded thirteen inches of mercury, or about six 
pounds to the square inch^ and. generally it ^a& noXi xtiOT^^i^Qk^^^Y^^^^'^^^*^ 
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therefore the effects were very feeble compared with those of the hydro- 
electrical machine at the Polytechnic Institution. In some respects, how- 
ever, this more feeble excitation of electricity was of advantage, as it af- 
forded the opportunity of detecting chwiges of state that would not pro- 
bably have been noticed imder the action of much stronger pressure. It 
was found, for instance, that electrical effects could only be obtained when 
distilled water was employed ; for the mixture of any saline salts, or of any 
soluble substance that improved the conducting power of the fluid, pre- 
vented its acting as an electric with a low degree of friction. One of the 
many curious results derived from these experiments is, that water may 
claim to rank among the first of the positive electrics ; and Faraday con- 
jectures that further investigation will place it at the head of all substances 
as a positive electric ; for even glass became negatively electrical when 
exposed to friction of the emitted steam of pure water. 

With a view to prove still more conclusively that the electricity ex- 
cited by emission is due to friction imd not to expansion, the experiments 
were repeated with compressed air substituted for steam. Under these 
circumstances electricity was excited when moisture was supplied to the 
jet, but when the air and the emission pipe were dry, no electrical effects 
could be detected. 

The excitement of electricity by effluent steam affords a striding illus- 
tration of one of the mmierous ways in which electrical agency operates, 
without our consciousness of its presence. An ordinary locomotive engine 
generates during every minute of its onward course a force sufficient to 
destroy instantaneously all the passengers it propels. This force, however, 
is dissipated as soon as it is created, imd it was only by accident that it» 
existence became known. It is the same with nearly all the chemical 
changes that are taking place around us. Even the burning of a cimdle, 
there is reason to believe, puts in action an amount of electricity greater 
than that of a thunder-cloud, though no means have yet been discovered 
of preventing the force from being dissipated unperceived. In other che- 
mical actions, however, less energetic than combustion, the accompanying: 
electricity can not only be detected, but it is developed in quantities, com- 
pared with which the excitement of it by friction is altogether insignifi- 
cant. The consideration of the phenomena of the electricity excited by 
chemical agency, to which we are about to direct attention, constitutes^ 
indeed, the most important practical branch of electric science. 
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CHAPTER XL 

EXCITEMENT OF VOLTAIC ELECTRICITY. 

Excitement of electricity bj metallic contact and by chemical action — Mutual influ- 
ences of chemical action and electricity — Simple Voltaic circle — Construction of the 
Voltaic pile — Identity of Voltaic and frictional electricity — Volta's couronne de 
tastes — Conditions requisite for the excitement of Voltaic electricity — Solid and 
Liquid elements of the battery — Their actions and re-actions — Faraday^s hypothesis 
of conduction through fluids — Resistance to the Voltaic current — Ohm's formula 
— Local action in batteries — Intensity and quantity of electricity considered — Their 
correspondence and difference. 

The discovery by (jalvani that muscular contractions are produced by 
the contact of dissimilar metals^ and the rapid successive additions to that 
discovery by Volta and others, have been already noticed in our intro- 
ductory sketch of the history of electricity. We shall now proceed to 
explain more particularly the character and the actions of the force thus 
generated by chemical action. 

The simplest manifestation of the excitement of a peculiar force by 
the contact of metals is obtidned by placing a piece of zinc imder the 
tongue, and a piece of silver upon it, and then allowing the metals to 
touch. Before contact, no sensation is perceived beyond the mere pres- 
sure of the two hard substances against the tongue ; but the instant thai 
contact is made it is accompanied by a strong metallic taste, which con- 
tinues without intermission. The same sensation will be perceived if, 
whilst the two metals are kept separated, a metallic connexion be made 
between them by touching each with a piece of copper wire. 

When a plate of zinc is immersed in diluted sulphuric acid, chemical 
action inmiediately commences. The oxygen of the water combines with 
the metal, and the hydrogen is liberated and exhibits itself in a copious 
discharge of bubbles of gas ; the water being decomposed by the superior 
affinity of its oxygen for the zinc. The decomposition continues until the 
sulphuric acid, which greatly facilitates the action, is exhausted by the 
combination of the sulphur with the zinc, forming, in connexion with the 
oxygen portion of the decomposed particles of water, soluble sulphate of 
zinc. This is the ordinary chemical action which takes place during the 
generation of hydrogen gas for experimental purposes ; the quantity of 
hydrogen gas evolved being exactly proportionate te the oxygen with 
which it was previously combined to form water. 

When the surface of the zinc plate is well amalgamated with mercury, 
the continuous decomposition of the water is prevented. Those particles 
of fluid only in inmiediate contact with the metal are decomposed. The 
hydrogen gas collects in minute bubbles over the surface of the plate; but 
they do not attain sufficient size to detach themselves from the metal, and 
the plate consequently becomes coated with innumerable minute bubbles of 
hydrogen gas. This gaseous coating protects the metal from being further 
acted on by the acidulated water; and it would thus remain in the liquid^ 
unchanged, for a length of time. 
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A piece of sheet copper may be immersed in the same vessel without 
causing any alteration in the state of things, so long as the metals are 
kept apart. Bring the copper gradually closer to the zinc until scarcely 
any* perceptible space intervenes, still there will be no action ; but the 
instant that the metals touch, a brisk action commences. The bubbles 
on the surface of the zinc are transferred to the copper, and rise rapidly 
to the top of the fluid ; these aro followed by continuous successions of 
bubbles of gas, all rising from the copper surface, as if the chemical action 
were* taking place with that metal. It is the zinc, however, that is alone 
attacked, and being deprived of its protecting coating of bubbles, it con- 
tinues to be converted into sulphate of zinc, until, as in the previous case, 
the free sulphuric acid is exhausted. 

It is not . necessary for the production of this effect that the metals 
should touch in the fluid. If the lower parts only of the plates be im- 
mersed, and the upper ends are brought together, the formation of bubbles 

proceeds quite as briskly as when the 
metals are in contact in the liquid. 
Neither is it requisite that the cop- 
per and zinc should be immediately 
connected. If the lower ends of a 
copper and of a zinc plate be im- 
mersed, and the parts out of the fluid 
be connected with a wire, as in the 
annexed diagram, ihe evolution of 
bubbles from the copper surface will 
continue, though not so rapidly as 
before ; the diminution in the action 
arising from the resistance which the 
fig. 38. wire offers to the passage of the sti- 

mulating force. 
Preserving the order of arrangement shewn in the figure, let the sizes 
of the plates be enlarged till the extent of surface immersed amounts to 
about fifty square inches. The evolution of gas from the larger surfaces will 
be greater thafn before, but not in proportion to their increased extent ; for 
if the thickness of the connecting wire W do not correspond with the in- 
creased capacity of the plates, the resistance it offers will diminish the 
effect. Let the wire be reduced to the size of a hair, and another remarkable 
phenomenon will be observed. The force is then much greater than can 
be freely transmitted through that thin wire, and it is developed in the 
form of heat. The wire will become red hot, and, if the action be ener- 
getic, will even be melted in the act of transmitting from plate to plate 
the peculiar power by means of which water is decomposed. 

The phenomena of chemical action hitherto noticed bear but little ap- 
parent relation to those of electricity. The power of decomposing water 
and of melting metals is, indeed, common to both ; but it is exhibited in 
such different forms, that no argument in favour of the identity of the 
forces coiild be foimded on those phenomena alone. Volta's pile, however, 
affords the means of assimilating the force thus evolved very closely to 
that of electricity. 

< If, instead of immersing the zinc and copper plates in a vessel con-- 
taining acidulated water, a piece of cloth soaked in the liquid be inter-' 
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posed between the metals, the effect will be nearly the same. The acidu- 
lated water contained in the cloth acts on the surface of the zinc when a 
metallic connexion is made with it and the copper, and similar results 
may be thus attained, though somewhat diminished in effect. 

This arrangement presented a ready means of increasing the series of 
plates to augment the action of a single pair, of which Volta availed him- 
self. He constructed a pile consisting of a series of zinc and of silver 
discs with moistened cloth interposed between each. He commenced with 
a zinc disc, upon that he placed a silver coin of the same size, on that a 
circular piece of doth rather less than the metal discs, having previously 
soaked it in water slightly acidulated. On the cloth was laid another disc 
of zinc, then silver, and again cloth, and so on in succession until a pile of 
fifty series of alternate metal discs and moistened cloths was formed, as 
represented in fig. 39. To prevent the discs from falling, they were sup- 
ported by verticd wooden pillars, and a weight vas placed on the topto 
keep them pressed together. 

When the uppermost and lowest of the plates 
in such an arrangement are touched with mois- 
tened fingers, a very decided shock is perceived, 
exactly resembling that from a Ley den jar feebly 
charged. The shock is, however, different from 
that of a Leyden jar in the continuity of its effect, 
for similar shocks are continued in rapid succes- 
sion as long as the connexion between the plates, 
through the hand, is maintained. This physiolo- 
gical effect presents a clear analogy to the shock 
of the Leyden jar, and different as is the manner 
of its excitement, and different also as are many 
of the manifestations of the chemical agent, the 
accumulation of the force in the Voltaic pile 
pointed out at once its identity with electricity. 
Subsequent investigations, more especially the 
experimental researches of Faraday, have esta- fig. 39. 

blished this identity in almost every particular. 

The action of the Voltaic pile gradually diminishes from the time it is 
first put together, until at length the effect appears to cease. This dimi- 
nution of power is more rapid in proportion to ihe energy given to the 
pile in the first instance by the larger quantity of acid mixed with the 
water. To restore the original energy, it is necessary to decompose the 
pile, to clean the zinc and copper discs, and to moisten the cloths again. 
Such an apparatus is therefore attended with much trouble. To obviate 
it, Volta contrived another arrangement, which he called ct couronne de 
tosses. He connected a piece of zinc to a piece of copper by soldering to 
them a short length of bent copper wire. Having procured a number of 
such connected plates, he put them into & row of glasses containing acidu- 
lated water, taking care so to dispose them that the zinc and the copper 
connected together should be in separate glasses, in the manner represented 
in fig. 40. 

To the copper plate in glass 1, a wire is attached to serve as a con- 
ductor for forming connexion. In the same glass there is a zinc plate 
connected with the copper immersed in glass 2. lu Wa& tsasos^^ ^:^^' 
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glass contains a zinc and copper plate connected by a wire, which are kept 
apart in the fluid, and the series may be continued to any extent. By 
bringing the wire attached to the first plate in connexion with a similar 
wire soldered to the zinc plate in the last glass of the series, the action 
immediately commences, and it is more or less intense according to the 
number of plates. This arrangement is, in many respects, very superior 




fig. 40. 

to the pile. A much larger quantity of fluid can be brought to act on 
eiach plate, consequently the effect does not so rapidly diminish ; the plates 
can be readily removed when the apparatus is not wanted, and the acidu- 
lated water may remain ready for the immersion of the plates when expe- 
riments are renewed. 

The arrangement cb couronne de tosses as invented by Volta continues, 
witib some modifications for convenience in use, to form the voltaic battery 
that is most generally employed. A series of this kind, consisting of 100 
plates of copper and zinc four inches square, will generate electricity in 
sufficient quantity to exhibit in a powerful manner most of the phenomena 
of firictional electricity. It is desirable, however, before noticing more 
particularly the phenomena of the voltaic battery, that we should examine 
the rationixle of its action. 

. Reverting to the arrangement of a single pair of plates (fig 38), let us 
' consider the conditions necessary for the excitement of electricity by che- 
mical action. We observe two metals employed, one of which has a 
much stronger affinity to oxygen than the other. This dissimilarity in 
the chemical affinities of the metals will be found in all similar arrange- 
ments to be essentially necessary for the excitement of electricity ; and 
the quantity generated will be great or small according to the degree of 
dissimilarity of the metals in their relations to oxygen. 

The metals that excite electricity by their mutual actions are ranged 
in the following order ; those placed first acting in reference to those be- 
neath as copper does to zinc. 



Platinum. 


Mercury. 


Tin. 


Gold. 


Copper. 


Iron. 


Silver. 


Lead. 


Zinc. 



Any two of the foregoing series will constitute what is termed a vol- 
taic circuit. Thus zinc will excite voltaic action in combination with iron ; 
iron will take the place of zinc when combined with tin ; and tin will 
iOike the place of iron when combined with copper. The energies of these 
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combinations increase as the metals are more distant from each other in 
the scale, the most powerful practical combination being zinc and platinum^ 
the most incorrodible of all metals. 

Though two plates are necessary in such an arrangement, only one of 
them is active in the excitement of electricity, the other plate serving merely 
as a conductor to collect the force generated. A metal plate is generally 
used for that purpose, because metids conduct electricity much better than 
other substances exposing an equal surface to the fluids in which they are 
immersed ; but other conductors may be used, and when a proportionately 
larger surface is exposed to compensate for inferior conducting power, 
they answer as well, and in some instances even better than metal plates. 
Charcoal has been employed as one of the elements of a voltaic battery ; 
but the most advantageous is graphite, a very hard substance that is found 
encrusted within gas retorts. As it is altogether impervious to the action 
of acids, it may be ranked even above platinum in the scale of non-oxidiz- 
able bodies; and though not so good a conductor as that metal, its finely 
granulated or crystallised texture exposes so large a surfeu^e to the fluid, 
that the Conducting power is practically nearly equal to it. 

We have hitherto considered only the solid elements of the voltaic 
battery. They form, indeed, the most conspicuous parts of the arrange- 
ment, but they serve merely as the intermediate agents for the development 
of the electric force. The chemical action that gives rise to the excite- 
ment of electricity takes place during the decomposition of the liquid in 
which the plates are immersed. It is essential, therefore, to the formation 
of an active voltaic arrangement, that the liquid employed should be 
capable of being decomposed. Water is most conveniently applicable for 
the purpose. Its elements, oxygen and hydrogen, are separated by the 
superior afl&nity of the oxygen for the zinc ; especially when that affinity 
is heightened by the connexion of the zinc with an incorrodible metal, to 
which the hydrogen gas of the decomposed molecules of water is attracted. 
Whether the electricity evolved be the cause or merely the effect of chemi- 
cal action is at present unknown. In whichever way the phenomenon be 
regarded, the electricity appears to be excited at the surface of the active 
plate, thence to be transferred to the conducting plate, and back again 
through the connecting wire to the zinc, forming what is termed an 
electric current.* 

Water being a very imperfect conductor, it offers so much resistance 
to the passage of the electric current that a very small quantity of voltaic 
electricity can be excited when water alone is employed ; especially when 

* The tenns 'electric fluid' and 'electric current,* which are frequently employed 
in describing electrical phenomena, are calculated to mislead the student into the sup- 
position that electricity is known to be a fluid, and that it flows in a rapid stream along 
the wires. Such terms, it should be understood, are founded merely on an assumed ana- 
logy of the electric force to fluid bodies. The nature of that force is unknown, and 
whether its transmission be in the form of a current, or by vibrations, or by any other 
means, is undetermined. At the meeting of the British Association for the Advancement 
of Science at Swansea, a discussion arose on the nature of electricity, and Dr. Faraday 
was called on tp give his opinion. He then said, " There was a time when I thought I 
knew something about the matter; but the longer I live, and the more carefully I study 
the subject, the more convinced I am of my total ignorance of the nature of electricity.** 
After such an avowal from the most eminent electrician of the aee, it is almost useless 
tp say that any terms which seem to designate the form of electricity are merely to be 
considered as convenient conventional expressions* 
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the plates are at a considerable distance apart. By the addition of an acid 
or a neutral salt to the water, the conducting power is greatly increased, 
and the excitement is augmented in a corresponding degree. It is a dis- 
puted point whether the increased action from the addition of acids arises 
from the improved conducting power alone, or whether it is to be attri- 
buted also to the increased afl&nity of the oxygen to the zinc. The eflfect 
is most probably owing to the joint effort of the two forces. 

In the opinion of Faraday, the conduction of electricity through liquids 
is accompanied by, if it be not owing to, the successive decomposition of 
the intervening particles. When a copper and zinc plate, for example, 
are connected together and immersed in diluted acid, the oxygen in the 
particle of liquid contiguous to the plate enters into combination with the 
metal, and its equivalent quantity of hydrogen is disengaged. The hy- 
drogen is not immediately liberated, but is transferred from particle to 
particle of the liquid in a continuous chain till it reaches the conducting 
plate, where, not meeting with any more liquid particles to which it can be 
transferred, it is liberated in the gaseous form. The intervening particles 
are supposed to undergo temporary decomposition during this transfer 
from plate to plate, and to assume a polar condition, the oxygen and hy- 
drogen occupying opposing places in each particle of liquid. 

The annexed diagram (fig. 41) 
shews, in an exaggerated form, the 
chain of particles of water through 
which the decomposing influence is 
supposed to be transmitted. Voltaic 
action having been established through 
water in the vessel A from the zinc 
plate z to the copper plate at c, the 
particles between the two metals are 
thrown into a polar state ; the oxygen 
fig. 41. of each being directed towards z, and 

the hydrogen towards c. The zinc 
plate absorbs the oxygen of the particle nearest to it, and the liberated 
hydrogen combines with the oxygen of the next adjoining particle, and 
in this manner a continuous interchange ta^es place. According to this 
view of the conducting power of fluids, no fluid can conduct electricity 
unless it be capable of being decomposed ; the conduction being necessa- 
rily accompanied by a train of successively decomposed particles. 

All chemical action is believed to be accompanied by the development 
of electricity, though in only a very limited number of arrangements can 
it be observed. It is necessary for the sensible development of the force 
that the elements of bbdies undergoing decomposition should be separated 
from each other in an imperfectly conducting medium, and be transferred 
in different directions. These conditions are complied with in a voltaic 
arrangement of a pair of plates of dissimilar metals, immersed in a decom- 
posable fluid. The positive and negative electricities, which in ordinary 
chemical combinations immediately coalesce imperceptibly, are in the vol- 
taic battery constrained to separate, and in order to reunite must pasa 
along the conducting substances that connect the generating and the con- 
ducting plates. But even the best voltaic arrangements do not develop the 
whole of the electric force accompanying chemical decomposition. " 
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The causes that obstruct the development of electricity in a current 
have been minutely investigated by Professor Ohm, of Nuremburgh, who 
has reduced them to mathematical formulae. The free development of 
electricity is opposed, in the first place, by the affinity of the elements of 
the exciting liquid for each other, tending to resist decomposition ; se- 
condly, by the imperfect conduction of the fluid itself ; and in the third 
place, by the resistance of the conducting wires. As the formulae deduced 
by IVofessor Ohm from these investigations have received general accep- 
tance among electricians, it is desirable to pul them on record, and we 
cannot do this in a better manner than by copying the lucid explanation 
of them by Dr. Golding Bird.* 

" E = electromotive force, equivalent to the affinity of the exciting 
liquid for the generating metal, and corresponding to the amount of electri- 
city which would appear in current if all opposing causes were removed. 

" R = resistance opposed to E by the contents of the cell, arising for 
the most part from the affinity of the elements of the exciting liquid for 
each other. 

" r = external resistance, arising chiefly from the imperfectly conduct- 
ing nature of the wires used to convey the current. 

" a = active force, or the amoimt of electricity which really reaches 
the end of the conducting wire. 

E 

a= 



R + r 



" The theoretical value of E is diminished .materially in practice by 
the affinity of the conducting plate for the ingredient of the exciting fluid, 
which tends to combine with the generating plate ; this affinity, however 
weak, is still seldom absolutely null. The mutual affinity of the separated 
elements of the fluid evolved at the surfaces of the plates also lessens the 
intensity of E. 

" The internal resistance, R, varies directly with the distance, D, be- 
tween the two plates, and is inversely as the area of the section, S, of the 
exciting liquid. Thus the real resistance is equal to the former divided by 
the latter, or 

" r, or the external resistance, so far as it is dependent on the conduct- 
ing wire, varies iwoersdy as the square of the diameter of the wire, S, and 
directly as its length l^ or 

It must be remarked that the foregoing estimate of electrical force and 
resistances does not take into account the actual loss of electricity by the 
want of proper direction. The chemical action that converts any given 
quantity of zinc into a metallic salt develops, with the best arrangement, a 
given quantity of electricity. Let it be assumed that one ounce of zinc 

* Elemente of Natural f*liiio8ophy. 
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will generate an amount of electricity equivalent to 1000; that quantity 
will not be diminished by the resistances considered by Professor Ohm 
Those resistances relate exclusively to the time in which a given amount 
of electricity can be generated, and have no relation to actual loss of 
electric force. Thus, in a well-constructed voltaic apparatus no more elec- 
tricity is generated than can flow in a current tlu-ough the conducting 
wire. If the resistance to the current be increased by diminishing the 
thickness of the wire or by adding to its length, the action of the gene- 
rating-plate is diminished in a corresponding degree, so that if only half 
the electricity is developed, only half the quantity of zinc is consumed; and 
to whatever extent the resistances are increased the ounce of zinc will, 
theoretically at least, produce its equivalent of electricity,, though in a 
longer time. 

In practice, however, an actual loss of electricity does generally occur, 
arising principally from what is called "local action" in the generating- 
plate. If a plate of zinc were perfectly pure and homogeneous, no chemical 
action would ensue when it was immersed in diluted acid. But zinc, as it 
is conmionly procured, contains copper, iron, and other impurities which 
serve to set up voltaic action over its whole smf ace when exposed to diluted 
acids, which cause a rapid decomposition of the liquid. The positive and 
negative electricities thus generated immediately combine, and are neutra- 
lised imperceptibly, and thus so much electric force is absolutely lost. 
This local action is in a great measure, though not entirely, prevented by 
amalgamating the zinc plates with mercury : this is readily done by first 
dipping them in diluted sulphuric acid, and then sprinkling a few drops of 
mercury on the surface and rubbing them over with a cork. The effect of 
amalgamation is to produce a homogeneous surface, and to protect the zinc 
from the action of the diluted acid imtil the affinity of the liquid for the 
metal is increased by the agency of the conducting plate. 

The electricity generated by a single pair of plates possesses a very 
low degree of intensity. The qiumtity is only limited by the size of the 

?lates, but no increase of size alone will add to the intensity of the force, 
'hus, though a pair of large zinc and copper plates, excited by diluted 
sulphuric acid, will fuse any of the metals, they cannot decompose a drop 
of water; because in the latter case the force is not sufficiently enerjgetic 
to overcome the resistance of the fluid. 

To increase the intensity of the force it is necessary to form a series of 
conducting and generating. plates on the principle of Volta's arrangement 

di couronne de tosses. 

It will simplify the explanation 
of the mode of operation to consi- 
der, in the first place, the combined 
action of two pairs of plates only. 
In fig. 42, A and b are two cells, 
containing diluted sulphuric acid. 
Into cell A an amalgamated zinc 
plate z is immersed ; it being con- 
nected by a wire to a copper plate 
c in the cell b. No voltaic action 
would ensue between those two 
^g^ 42. plates ; because, being in separate 
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eells, the hydrogen element of the particles of water set free at the zinc 
plate could not be transferred to the copper. But by introducing a second 
pair of zinc and copper plates z and d into the cells, the transfer could 
take place, and the electric current would pass ; first from z to the copper 
c', thence it would be conducted to the second zinc plate z by the con- 
necting wire, and from that through the fluid to c, and l>ack again to the 
first generating plate by the wire, which completes the circuit. 

In tracing the course of the electric current thus established, no notice 
has been taken of the action of the second zinc plate. If that be con- 
sidered as inactive, except as a conductor, the quantity of electricity trans- 
mitted would be very small, owing to the resistance of the imperfectly 
conducting liquid. But the zinc plate in the second cell is acted on by 
the diluted acid equally with that in the first; and the effect is to nearly 
double the energy of the electric current excited by the action of the acid 
on the first zinc plate. 

The cause of this increased action is easily intelligible, on the suppo- 
sition that the electricity excited by each zinc plate is carried forward to 
the next in succession. Thus, for instance, a certain quantity of electricity 
having been excited by the zinc plate in cell A, it is transferred to the 
conducting plate c in the same cell ; and if a metallic connexion were made 
between those two plates, the electricity would be directly returned in a 
short circuit to «. But as there is no metallic connexion with the zinc, 
the electricity must pass through the wire to the surface of « , which acts 
as a conducting plate. The action of the acid in the second cell on the 
zinc excites at the same time a quantity of electricity equal to that it re- 
ceives from the first plate ; and this accumulated quantity being compressed 
within the same space is transmitted with redoubled energy through the 
fluid to* the second conducting plate c, and thence by the wire to the first 
generating-plate «, to restore the electrical equilibrium. 

According to this view of the. action of a voltaic battery consisting of 
two pairs of plates, the electricity excited by the first zinc is transferred to 
the second, where its force is doubled by the excitement of an equal quan- 
tity, and both united traverse the wire of the return circuit. On arriving 
at the first zinc, half the quantity is parted with ; but an equal quantity of 
fresh electricity is excited, and is carried on to the second zinc, where the 
same process is repeated ; wid thus the electrical equilibrium is continually 
disturbed and continually restored after traversing the wires that connect 
the plates at the extreme ends. When greater numbers of zinc and copper 
plates are united in a series, a similar transference of electricity from plate to 
plate takes place with a progressively increasing quantity and intensity of 
force, the action being continued as long as the series remains imbroken, 
or imtil the fluid becomes saturated with sulphate of zinc, and frirther 
chemical action is prevented. 

It is necessary to state that the preceding explanation of the action of 
the voltaic battery differs from the view taken of it by Dr. Faraday, and 
after him by most other writers on the subject. In the opinion of Dr. 
Faraday, addition to the number of plates in a series occasions no addition 
to the qacmtity of electricity generated by the first pair of plates, but 
merely serves to give increased intensity to that quantity. Thus the most 
powerful effects produced by a voltaic battery consisting of 1000 pairs of 
plates are assumed to be caused by the same quantity of electd&vk^ ^ls^S& 
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excited by a single pair only of the series : the exalted action in the former' 
case being attributed to an increase of intensity without any addition to 
quantity. 

This view of the nature of the action of the voltaic battery is sup- 
ported by numerous ingeniously-contrived and apposite experiments ; * but 
though fully disposed to pay the highest possible respect to so great an 
authority as Dr. Faraday, we think he has failed to establish the position 
that increased intensity is not accompanied by addition to quantity. 

There are many arrangements of voltaic batteries for the development 
of accumulated electric force in different modes, but they all depend on 
the same principle. The most compact is Cruikshank's modification of the 
voltaic pile. Zinc and copper plates of equal size are soldered together, 
and then cemented into a wooden trough. Each pair of plates is fixed less 
than half an inch from each other, care being taken that all the zinc and 
copper surfaces are turned the same way. The compartments between the 
plates form water-tight cells, into which diluted acid, or other exciting 
liquid, is poured. A piece of wire is introduced at each end to complete 
the circuit through any substances to be subjected to the voltaic action. 




fig. 43. 

A series of fifty small double plates may be cemented into a trough 
two feet and a half long ; and two such batteries, with plates two inches 
square, will give a rapid succession of smart shocks, and will exhibit most 
of the phenomena of voltaic electricity. The disadvantages of a battery 
of this kind are, that the exciting liquid cannot be emptied at the end of 
each experiment without much trouble, and there is some difficulty in 
cleaning the plates when they become corroded. By emptyifig the cells as 

soon as possible and washing them 
with water, a battery of this con- 
struction may, however; be kept 
in order for a considerable time ; 
and when voltaic electricity of high 
intensity and small quantity is re- 
quired, a Cruikshank's battery, with 
plates about two inches square^ is^ 
very convenient. 

An arrangement contrived by 
Df. Babington affords the advantage 
of making the plates easily accessi- 
ble for the purpose of cleaning, and 
also of removing them from the 
fig 44. liquid when the experiment is ended. 





* Experimental l^esearches. 
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An eartbenware trough is divided by plates of the same material mto 
irater-tight compartments about two inches wide, so as to form a number 
of cells. Each pair of zinc and copper plates b connected by a strip of 
•copper, instead of haying their suriaces soldered directly ^lainst each other, 
and the zinc and the copper are placed in separate cells. This arrange- 
ment, indeed, very closely resembles that A eowvtme de taaaet of Volta ; 
but it is more compact, and as all the copper and zinc plates are attached 
to a piece of wood, they can be readily lifted out of the exciting liquid 
when not in use. This is a great conveiiience when a continued series of 
esperimente is conducted at short intervals. As the earthenware trough 
with fixed divisions ia liable to be broken, and is rather difScult to manu- 
facture, it hse been found more convenient to have the cells made sepa- 
rately, and to enclose tliem in a wooden case. 

The original form of the trough has been recently very extensively 
used for the electric telegraph, though made of other materials than earth- 
enware. Most of the batteries of the Electric Telegraph Company, until 
very recently, were constructed in wooden troughs, with partitions of slate 
made water-tight by means of marine glue. These, again, are being sup- 
planted by troughs made of gutta-percha, which are very much lighter, 
and the cells can be more effectually prevented from leaking. The plates 
of these batteries are connected by strips of copper, which are bent into 
arches, so as to admit of each unattached pair of plates being inserted into 
separate cells. The zinc plates are well amalgamated, and are allowed to 
remain in the cells day and night, the loc^ action being in a great measure 
prevented by filling each cell with fine sand, and by using sulphuric acid 
diluted with about twelve part* of water. A voltaic battery, with sand 
and diluted sulphuric acid, will continue in good action, with occasional 
additions of acid, for two months before the zinc plates require to be cleaned 
or re-amalgamated. The consumption of zinc on the numerous and ex- 
tended lines of the Mectric Telegraph Company is very great, the cost of 
battery-power amounting to nearly three thousand pounds in a single year. 

Batteries in which graphite is substituted for plates of copper have 
been introduced by Mr. C. V. Walker in working the electric telegraphs 
of the South-Eastcm Eailway Company, and with very good results. One 
of these batteries of twelve pairs, of which a record was token, was kept in 
daily action for ninety-seven weeks without having been washed or having 
the sand changed. It was supplied with about a dessert-spoonful of acid- 
water twenty-one times during the 
period it was in action, and six times j 
with merely warm water. In one in- ' 
stance it did duty for seventy-seven 
days without having been touched.* 

Dr. Wollaston contrived the ar- 
rangement shewn in fig. 45 for obtain- 
ing the greatest amount of power irom 
a given surface of zinc. The copper 
plates c cc are doubled, so as to expose 
a conducting surface to both sides of ^ ^ 

ihe zinc plates, bbb. The plates are g,. ^j. 

■ Jurj' Beporta of the Great EihMtiQ^ 
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also brought as close together as possible witliout actual contact. They 
are secured to a bar of wood, and are kept apart by pieces of cork. With a 
battery of this kind, conBisting of a few pairs of large plat«B, prodigious 
beatJng power is produced, though the intensity of the electricity is too 
feeble to communicate a shock. 

The battery invented by Professor Daniell, the action of which has 
been previously noticed,* is constructed on a different prindpte. It is 
found in the voltaic arrangements before mentioned, that the zinc and 
copper plates immersed in .the same cell are liable to have their action im- 
peded, and ultimately altogether arrested, by the transfer of zinc to the 
copper surface. The action of the conducting plate is also greatly retarded 
by tbe accumulation of hydrogen gas ; so much so, indeed, that very fre- 
quently, after the first minute the battery has been put in action, not more 
than one-tenth of the original power is obtained. In Professor DanieFs 
battery the zinc and copper plates are kept apart by means of porous 
earthenware cells, or by pieces of animal membrane, which, though eaffi- 
cient to prevent the passage of metallic particles, do not materially inter- 
rupt the voltaic action. 

Fig. 46 shews an arrangement of a single cell of this kind : c is a 
copper cylindrical vessel, with a binding screw b, soldered to one edge for 
the purpose of holding a connecting wire. Into this 
copper cylinder a porous tube d, closed at the bottom, is 
introduced ; and into the tube is placed a rod of amalga- 
mated zinc z, with a binding screw at the top. A solu- 
tion of muriate of soda (common salt) is poured into the 
porous tube, and the outer copper vessel is nearly filled 
with a saturated solution of sulphate of copper to which 
a little sulphuric acid has been added. 

When metallic connexion is made between the rod 
of zinc and the copper cylinder, active exdtement of 
voltaic electricity occurs. The oxygen of the acid com- 
bines with the zinc, and the liberated hydrogen passes 
through the porous cell to the copper. It does not, 
however, escape in the form of gas, but it enters into 
combination with the oxygen of the sulphate of copper, 
and the metal, being tbus deprive of its oxygen, becomes 
'' revived," and is deposited in a metallic form on the inner surface of the 
cylinder. By the continued absorption of hydrogen by the sulphate, and 
the deposition of copper, a bright conducting surface is maintained ; and 
this constant renewal of the conducting surface not only increases the 
intensity of the action, but mtuntains it with a steadiness that cannot be 
attwned by any of the batteries previously described. 

The constant^ of action peculiar to this arrangement has obtained for 
it the aame of the " constant battery." To maintain its constancy, the 
solution of sulphate of copper should, however, be preserved in a satu- 
rated state by tiie addition of crystals of the metallic salt ; and when Has 
precaution is observed, a Daniell's battery will continue in action for 
several days without much diminution of the original force. A ledge per- 
forated with holes is generally fixed inside the copper (^linder for holding 

• Page 43, 
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crystals of the sulphate, which gradually dissolve and keep the solution u 
a saturated state. 

The voltaic arrangement contrived by Mr. 
Smee deserves special notice from its general uti- " 

lity. The principal differesces between it and a 
battery of Dr. Sabington's arrangement consist 
in the material of the conductii^ plate and in 
the mode of placing iL The conducting plate is 
made of silver-foil platinized ; that is, a thin 
coat of platinum is deposited on the silver by 
the electrotype process. The minutely-divided 
particles of platinum that thus cover and adhere 
to the silver present a greatly-enlarged surface 
to liquid in which it ia immersed, by which 
means a smaller-sized plate answers equally with 
a much larger one of smooth metal. Platinum 
also being a metal less readily oxidised than cop- 
per, the effect of the voltuc arrangement is 
heightened by the greater dissimilarity of the 
two metals. The platinized silver-foil is fixed in 
the centre of a wooden frame 8, and two zinc flg-i?. 

plates, z z, well amalgamated, are attached to the 

npper rim of the frame by a brass clamp, which has a binding-screw con- 
nected with it. By this arrangement the zinc plates can be very readily 
removed and cleaned. In this respect a Smee's battery is more conve- 
nient than any other ; its action also approaches a Danietl's battery in 
conataocy. These are important advantages, which render this form of 
voltaic battery the best that can be used for general purposes. 

The substitution of graphite for the platinized silver plates promises tJ) 
be a still further improvement. With graphite conducting plates there ia 
no occasion for the wooden frame. A single zinc plate, with a binding- 
Bcrew soldered to it, occupies the central place, instead of the platinized 
foil, and two fiat pieces of graphite may be clamped on each side ; care 
being taken to insulate the zinc from the graphite by small strips of var- 
nished wood. It will be observed that in this disposition of the apparatus 
with the graphite, the position of the exciting ainc in reference to the 
conducting surfaces is transposed, as well as the proportions of each to 
the other being reversed ; a single plate of zinc being placed between two 
conducting surfaces instead of the conducting surface being in the centre, 
with a zinc plate on each side. 

When a battery of great power, and occupying comparatively small 
space, is required, Mr. Grove's arrangement is commonly employed. The 
intensity of its action depends on associating two metals the most dissi- 
milar in their chemical characters, and exposing one of them separately 
to the strongest exciting acid. This can only be done by using a porous 
cell, which keeps the zinc from the destructive action of the powerful acids 
employed, and to which platinum is exposed in a separate compartment. 
The porous cell which contains the zinc is filled with diluted sulphuric 
acid, in the proportion of one of acid to four of water ; and the other 
vessel, with the platinum-foil, contains equal proportions of concen- 
trated nitric and sulphuric acids. With & bft.tt*i^ (A *2ii& <!K.ti.*ss»siuiKKi- 
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insisting of fifty pairs four incHes long by two wide, and whicli does 
not occupy more space than eighteen inches square, the most powerful 
effects may be produced; metal wires being melted into globules and 
dissipated in oxides, and a dazzling flame upwards of an inch long pro- 
duced between charcoal points. 

There are various other arrangements of voltaic batteries, but we have 
described nearly all those that are constructed on distinctive principles. 
The object in every case is to obtain from a given quantity of the exciting 
metal the greatest possible amount of current electricity, without allowing 
the power to be wasted in other ways. The consumption of a given 
weight of zinc cannot, by any possible combination, excite more electricity 
than will decompose a quantity of water equivalent to that which is de- 
composed by the chemical aflBnity of the metal for oxygen. Thus sup- 
posing two grains of water to be decomposed in the generating cell, and 
eight grains of zinc to be oxidized, the electricity generated during the 
process cannot be more than sufficient to decompose another two grains of 
water. The power obtained, even by the best arrangements hitherto con- 
trived, seldom amounts to so much. By increasing the chemical action of 
the liquid on the generating plates, the energy of the battery is increased, 
but most frequently not in proportion to the consumption of zinc. By 
bringing the plates in the generating cells nearer together, the energy of 
the battery is also increased, by diminishing the intervening fluid resist- 
ance; but this may be attended with waste of power if the plates be 
brought too close. 

Economy of construction is an important consideration when experi- 
ments are conducted on a large scale, and this must in general prevent 
the adoption of platinum. The use of porous cells for the purpose of 
preventing the deposition of zinc on the conducting plate is very advan- 
tageous, but the high price at which they are sold in this country limits 
their use, for after a time the pores become clogged and the vessels require 
to be replaced. This cannot be done in London at a cost of less than 
ninepence for each, though small ; but the porous vessels which are used in 
the batteries of the electric telegraphs in India are purchased there at the 
rate of twenty for one hal^enny. Several contrivances have been adopted 
to serve the purpose of porous earthenware, such as brown-paper bags, 
bladder, and sail-cloth, but each has its inconvenience, and there is still 
wanting some cheap substitute for the earthenware vessels that are now 
sold at such extravagant prices. 
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CHAPTER XII. 

PHENOMENA OP VOLTAIC ELECTRICITY. 

Different conditions of Frictional and Voltaic electricity — The two poles of the battery 
— How to distinguish them — Mystification caused by new terms — Voltaic action 
immediate and continuous — Its rapid transmission exemplified — Resistance of wires 
to the electric current — Heating effects of the Voltaic battery — Combustion of car- 
bon — Extraordinary physiological effects — Contrivances for giving shocks — Water- 
batteries — Intensity of their action — Mr. Crosse's water-battery — Cause of the inten- 
sity of water-batteries. 

The power developed by a numerous series of voltaic elements, though 
in many respects resembling that of an electrical battery, is in several 
particulars dissimilar to it. The difference in the phenomena may be 
attributed chiefly, if not entirely, to the different degrees of intensity in 
which the two kinds of electricity are excited. Even when the intensity ojf 
the voltaic battery is increased by the reduplication of the power fifty times, 
the electricity has not sufficient energy to pass through the smallest space 
of resisting air in the form of a spark, nor can it exert an attractive force 
on light non-conducting bodies. Thus, when the electricity excited by 
several pairs of large plates has sufficient power to melt metals and to 
give a strong electric shock, the presence of electricity is not appreciable by 
the most delicate pith-ball electrometer. But when the elements are in- 
creased to the number of two or three thousand, as in Mr. Crosse's extra- 
ordinary water-battery, the intensity of voltaic electricity becomes so far 
augmented, that a spark will pass between the connecting wires before 
contact, and the electrometer is very sensibly affected. 

The experiments of Mr. Crosse have supplied all that was wanted to 
shew the complete identity of the two forces, and to prove that the differ- 
ence in their modes of action depends alone on the degree of intensity in 
which they are excited. 

The electricity developed at the opposite ends of a voltaic battery ap- 
pears to bear the same relation to each end as the electricity of the inside 
and outside of a charged Leyden jar. One end therefore is considered to 
be negative, and the other to be positive. If the wires &om the termi- 
nating zinc and copper plates be furnished with platinum points, and 
inserted into a glass filled with water slightly acidulated to increase its 
conducting power, the fluid will be decomposed, and bubbles of hydrogen 
gas will rise from one wire, and bubbles of oxygen gas from the other. 
It will be found, on collecting the bubbles of gas in separate receivers, that 
the oxygen is liberated from the wire connected with the copper end 
of the battery, and the hydrogen from the wire connected with the zinc. 
In all cases of electro-chemical decomposition it is also found that the ele- 
ment which collects at the wire from the copper corresponds with that 
which collects at the positive wire of the electrical machine ; hence it is 
inferred that the electricity evolved from the wire connected with the 
copper of a voltaic battery is identical with positive frictional electricity, 
and that the electric current proceeding from the zinc is ne^Q.t\N^« '^^ 
copper and zinc ends of a voltaic battery aie, ^«t«llat^, <iSi\sscMs^ <»5&«^ 
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positive and negative " poles ;" the word pcHe having been given to the 
opposite ends from the polar arrangement which, in some instances, ap- 
pears to be induced by voltaic action. 

It is difficult to avoid confusion in speaking of the opposite poles of a 
voltaic battery. This difficulty arises partly from the apparent generation 
of the electric force by the conducting plate, which is in reality inactive ; 
it is partly to be attributed to the different arrangements of the zinc and 
copper plates in different batteries ; and it is increased by the various 
names that have been arbitrarily given to the terminal wires. 

When the electricity of a single pair of zinc and copper plates is con- 
sidered, it will be observed that though the electricity is excited by the zinc, 
the electric current proceeds to the copper, and thence is returned by the 
conducting wire to the zinc. Therefore when the ends of two wires, one 
from the zinc and one from the copper plate, are inserted into a conducting 
fluid, the positive electricity will enter from the wire connected with the 
inactive or negative plate, and at that point the effects of positive electri- 
city will be produced ; whilst negative effects will be developed at the wire 
connected with the generating plate. 

The contradiction apparently involved in this statement will disappear, 
when it is considered that the electric current excited by the zinc always 
tends towards the copper, which serves to conduct it back again to the 
generating plate ; and that though the electricity appears to proceed from 
the copper, that metal operates only as the conductor of the current, which 
is assumed always to proceed from the copper to the zinc. The same 
effect takes place when several zinc and copper plates are combined. The 
wire leading from the copper end of the battery will be positive, because 
it i^ conducting the accumulated electricity on its return to the zinc end ; 
and the other wire will be negative, because it is receiving the flow of 
electricity, and is consequently in a less highly charged condition. 

In using a voltaic pile or a Cruikshank's battery, mistakes are likely 
to arise in consequence of the last zinc and copper plates not being active, 
but merely serving as metallic conductors. In a Cruikshatik's battery, 
for instance, a small cell is generally left at each end without any corre- 
sponding plate opposite the last zinc and the last copper ; thus, when a 
conducting wire is introduced at the end where the zinc is the last of the 
series, it is the same in effect as if the conducting wire were connected to 
the copper, for the last zinc plate is soldered to the copper only for uni- 
formity, and is altogether inoperative. It would, indeed, be better if the 
terminal plates were cemented to the end of the trough with a binding 
screw attached to hold the wire, and then no confusion from that source 
would arise. The same observation applies to the voltaic pile, the end 
plates of which, to avoid mistake, should consist of a single zinc disc and 
a single copper disc. 

We have before expressed regret at the introduction into electric science 
of new terms, derived from the vocabulary of a dead language, which serve 
to mystify, to perplex, and to mislead. The difficulty attending the clear 
comprehension of the right character of the two ends of the voltaic battery 
has been by this means increased.* To call the extreme copper and zinc 
plates in a continued series, and the wires connected with them, the ends 
of the battery, expresses clearly and simply the fact, without giving 
sanction to any doubtful theory. But t\ie -wot^ " cvid." -vaa not deemed 
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sufficiently dignified. '< Terminals ^ sounded better, but not being so ge- 
nerally understood it was no improvement. As the action of a voltaic 
battery produces in some cases a polar arrangement, the name '* poles ** 
was introduced, and the negative and positive pole of a batteiy have be- 
come familiar terms. The implied polarization was however objected to, 
and the word " electrode " has been concocted from the Greek dectron, 
amber, and odos, a way or door, signifying the door into and out of which 
the electric current passes. As, however, it is questioned by Faraday 
himself, who sanctioned the term, whether there is any actual entrance and 
exit of electricity, and whether there is any cu/rrerU whatever, we may 
be permitted to doubt the appropriateness of the term ; and even if the 
signification be admitted, we should much prefer its expression by an 
TSigMBh word. 

Again, the terms " positive" and " negative " were objected to, as sig- 
nifying conditions of electricity, of the correctness of which many enter- 
tain doubts. With a view to improve the nomenclature, the much more 
objectionable terms '^ anode ^ and '' cathode ** have been introduced, sig- 
nifying an upward and a downward way, and founded on a fancied re- 
semblance between the direction of electric currents round the earth, and 
the rising and setting of the sun. The ^' anode " is the electrode at which 
the current enters, the " cathode ** the electrode at which the current leaves, 
the decomposing fluid; the former being in fact the positive, and the 
latter the negative end of the battery. 

When the wire from one end of a voltaic batteiy is connected with 
the wire from the opposite end, voltaic action instantly commences ; and 
it as instantaneously ceases when the connexion is interrupted. The 
rapidity with which the electric circuit may be completed and broken has 
no ascertained limit; nor does it appear to be controlled by resistance 
caused by traversing miles of wire. 

If a number of short lines close together be drawn with varnish or 
other non-conducting liquid on a smooth metallic surface, and a metal 
point in connexion with one of the poles of a voltaic battery be drawn 
rapidly over them, the electric current will pass at every minute interval 
between the lines, and will be interrupted each time tliat the lines of var- 
nish intervene. To prove this experimentally, draw a number of straight 
strokes with a pen dipped in varnish on a piece of tin-foil A, fig. 48, and 
connect the foil with the copper end of a small voltaic battery. On to 
another strip of tin-foil p, con- 
nected with the zinc end of the 
battery by the wire z, lay a piece 
of paper B, that has been soaked in 
a solution of diluted muriatic acid 
and prussiate of potass. Bend a 
steel wire, w, so that each end may 
be drawn at the same time over 
the moistened paper and the lines 
of varnish. By this arrange- 
ment the electric circuit will be 
completed whenever the ends of 
the bent wire press on the foil and on the paper, and It '^^ "^ 
broken as the point passes over the vanu&Yi. B.Qrw«^« i«^\^ "^^^"irssfe 




fig. 48. 
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18 drawn across the yamish lines by the hand, the making and breaking 
of contact will be indicated on the paper by a line of blue dots. If the 
wire be drawn along very quickly the marks will be more faint, but the 
. presence of electric action and the discontinuance of its action may be 
perceived, even when the connexion is made and broken one thousand 
times in a second. 

Though the intensity of voltaic electricity is beyond all calculation 
less than that of electricity excited by friction, it nevertheless passes along 
a conducting wire as quickly as the discharge of a Leyden jar. In an 
experiment performed last autumn before the Court of Directors of the 
East India Company on Warley Common, a current of voltaic electricity 
was sent through ten thousand yards of copper wire, and a fiise at one 
end of the battery was ignited without any perceptible interval of time, 
acr soon as connexion was made between the wires ; the fuse having been 
introduced near the end of the circuit that the cause and effect might be 
seen to be instantaneous. In passiug through a length of 2000 miles, 
however, a perceptible interval is observed between making connexion 
at one end and the resulting effect at the other. 

It is a peculiar property of voltaic electricity, depending on its low 
degree of intensity, that it will traverse a circuit of 2000 miles rather 
than make a short circuit by passing through an interval of resisting air, 
not exceeding the hundredth part of an inch. Frictional and atmospheric 
electricity, on the contrary, will force a passage across a considerable in- 
terval, in preference to taking a long circuit through wire ; or at least the 
greater portion of it will pass through the air, though some part of the 
charge will in all such cases traverse the wire. The resistance offered by 
a long thin wire to the passage of intensity electricity resembles in effect 
that of an imperfect conductor, and if there were no other course through 
which to force its way, the conduction of a charge of electricity by a long 
wire would occupy an appreciable time ; as a Leyden jar may be discharged 
gradually through a wet string. When quantity is combined with in- 
tensity, the resistance offered by a thin wire occasions its fusion. Instances 
of this sometimes occur during thunder-storms, by the destruction of the 
galvanometer-coils of the electric telegraph by lightning. To protect the 
instruments from such accidents, advantage has been taken of the different 
modes of conduction by voltaic and frictional electricity, and the coil is 
protected by a lightning-conductor consisting of'a thick piece of brass in 
which there is a minute interruption, quite suflScient to prevent the voltaic 
current from being diverted from the long circuit into the short one, but 
through which the lightning forces a passage in preference to encountering 
the resistance of the coil. 

The heating effects produced by the concentration of voltaic force in 
a series of plates may be ftiUy shewn by a battery consisting of ten pairs of 
plates in Smee's arrangement, each plate being not less than six inches 
square. With such a battery in good action, all the metals may be burned 
by attaching strips of the thinnest leaves into which they can be beaten 
on to a wire connected with one of its poles, and then bringing the wire 
from the other pole into contact. The metals will thus be deflagrated 
with a brilliant light, the colours of the flames differing with the metal 
operated on. Gold bums with a white light, tinged with blue ; silver 
(djmta an emerald green light; copper burns with a greenish flame; the 
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flame of lead is purple ; of zinc, white tinged with red ; and mercury bums 
with a pure brilliant white light. Short lengths of thin wires are made 
red hot and melted when stretched between the battery connexions. The 
lengths that may be thus melted are proportionate to the power of the 
battery and the thickness of the wire. 

The deflagration of metals by voltaic action, though it apparently 
takes place immediately on making contact, is not so instantaneous as the 
deflagration by frictional electricity. The difference in the rapidity of 
their actions may be shewn by the following experiments. Let equal 
short lengths of fine wire be covered with silk. First, discharge the con- 
tents of a battery of combined Leyden jars through the wire. It will be 
instantly deflagrated, the oxide being dissipated in powder, but the silk 
thread that covered it will be uninjured. Next, send a momentary current 
from the voltaic battery through an equal length of the covered wire by 
making an instantaneous connexion of the poles. The effects will now be 
the reverse of the former experiment ; for the silk will be destroyed, 
whilst the wire will remain entire. In the first case the action is so 
rapid that the particles of metal are dissipated before the silk, a slow 
conductor of caloric, can be affected by the momentary presence of beat; 
in the second experiment, the slower action of the voltaic power has not 
time, during the short contact, to exert its full power and to melt the wire, 
though it heats it sufficiently to bum the silk. 

The most brilliant of the phenomena of voltaic electricity is the light 
evolved between two charcoal points. To exhibit this effect a battery 
consisting of at least fifty pairs of copper and zinc plates four inches 
square is required. Two pointed pieces of graphite answer better than 
wood charcoal. They may be conveniently fixed to the rods of the uni- 
versal discharger, each rod being connected with the opposite ends of the 




fig. 49. 

voltaic battery, as shewn in fig. 49. The two points must first be brought 
into contact ; and the electric current being thus established, the pieces of 
graphite, after being heated, may be gradually separated from each other, 
to the distance of an inch and upwards, without breaking the voltaic cir- 
cuit. The space between the points is occupied by an arch of flame that 
nearly equab in dazzling brightness the rays of the sun. 

The cause of the phenomenon is not exactly understood. The light is 
not occasioned by ordinary combustion, for it is equally bright in a vacuum, 
and may be produced, with diminished intensity, in water. It seems pro- 
bable that minute particles of carbon become separated from the points, 
and that their incandescence, under the influence of voltaic act\.<y[\^ <^»»si«^ 
the brilliant light. M. de la Hive has produced oii nc\\^ «x<^ <^1 ^^a£s::i 
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equal brilliancy by substituting a finely divided preparation of spongy 
platinum for charcoal. During the evolution of light from charcoal points 
there is a transfer of a minute portion of carbon from one to the other. 
A small hollow cone is made in the piece of charcoal connected with the 
positive pole of the battery, and on the point of the negatively-connected 
charcoal a projecting cone is deposited that exactly fits the cavity. The 
light is accompanied by heat sufficiently intense to fuse any of the metals. 

The intimate relation subsisting between voltaic action and the nervous 
influence has not latterly excited so much attention as in the early days of 
the discovery of voltaic electricity. The extraordinary contortions of the 
limbs on connecting the nerves and muscles of recently killed animals with 
the poles of a voltaic battery, gave rise to the impression that by the 
Agency of galvanism the vital functions might be carried on after death. 
This opinion has been to some extent realised by experiment. Dr. Hiilip 
succeeded in maintaining the respiration, the pulsation of the heart, and 
the circulation of the blood, in rabbits from which the spinal marrow and 
brain had been removed ; and he inferred from these experiments " the 
identity of galvanic electricity and nervous influence." 

Some remarkable experiments on the body of a recently-executed mur- 
derer are recorded by Dr. Ure, who superintended the arrangements. The 
experiments were conducted in the theatre of anatomy at Glasgow. The 
body was that of a middle-sized, athletic, and extremely muscular man. 
He was taken into the theatre about ten minutes after he had been cut 
down, his face having at the time a perfectly natural aspect, and the neck 
not dislocated. The voltaic battery put in requisition consisted of 270 
pairs of plates four inches square. On placing one wire of the battery on 
the exposed spinal marrow on the neck, and the other on the sciatic near 
the left hip, " Every muscle of the body was immediately agitated with 
convulsive movements, resembling a violent shuddering from cold. The 
left side was most yiolently convulsed at each renewal of the electric con- 
tact. On moving the second wire from the hip to the heel, the knee being 
previously bent, the leg was thrown out with such violence as nearly to 
overturn one of the assistants, who in vain attempted to prevent its 
extension." 

In another experiment, directed with the view of renewing the respi- 
ratory process, " Full, nay, laborious breathing instantly commenced. The 
chest heaved and fell ; the belly protruded and again collapsed with the 
relaxed and retiring diaphragm." One of the connecting wires having then 
been applied to the forehead, the other to the heel, " Every muscle in his 
countenance was simultaneously thrown into fearful action ; rage, horror, 
despair, anguish, and ghastly smiles united their hideous expression in the 
murderer's face. At this period several of the spectators were forced to 
leave the apartment from terror or sickness, and one gentleman fainted." 
Dr. Ure was of opinion that if the pulmonary organs bad been excited 
before the spinal marrow had been wounded, the man might have been 
restored to life. 

To produce physiological effects with the voltaic battery, intensity 

rather than quantity is required. To communicate an electric shock 

directly from the battery requires a series of fifty pairs of plates, and even 

then the shock is only feeble. Even with a series of one hundred pairs 

the intensity ia scarcely sufficient to overcome the resistance of the outer 
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skin, without dipping the hands in acidulated water or an alkaline solution. . 
The effect of the shock is increased when the surface of contact is enlarged 
by attaching small copper cylinders to the wires ; for by this means the 
imperfect conduction of voltaic electricity through the skin is compensated 
by the larger surface exposed to its action ; it being one of the properties 
of conducting bodies that a bad conductor of voltaic electricity offers no 
more resistance to an electric current than a good conductor, provided the 
size of the former be gteat in proportion to its degree of imperfect 
conduction. 

A voltaic battery of six large plates, capable of fusing metals with 
facility, produces no sensible effect when the wires from the opposite poles 
are held in the hands ; but when they are applied to the more delicate 
and sensitive substance of the tongue, a very strong and disagreeable sen- 
sation is experienced. By adding to the intensity of the current the phy- 
siological effects are greatly increased, even when the quantity of electricity 
generated by each pair in the series is extremely minute. A water-battery 
was constructed by Professor Daniell that consisted of 2100 series. The 
conducting surfaces were formed of pieces of copper tube, about one inch 
long and three-eighths of an inch in diameter, the generating surfaces 
being pieces of zinc wire soldered to the copper tubes, and bent so as to 
enter into the centre of each proximate copper tube without touching it. 
Small separate cups filled with pure water, into which each copper and 
zinc element was immersed, completed the arrangement. This Lilliputian 
battery of numerous elements excited a current of electricity closely ap- 
proaching in intensity to that of a Leyden jar. It gave shocks, emitted 
sparks, ajQTected strongly a gold-leaf electrometer, and attracted light 
substances. 

The direct effects of this battery were almost inappreciable when ap- 
plied to metals, but they could be multiplied in exactly the same manner 
as the effect of an electrical machine is increased. An extended coated 
surface of glass could be continuously charged by this water-battery, and 
then the quantitive effects were much greater. The charge was commu- 
nicated to a coated surface of several square feet almost instantaneously. 
A succession of discharges was obtained to the same extent, but more 
rapidly, as when the electrical battery was charged by a powerful machine. 

Though the full charge which this water-battery was capable of com- 
municating was imparted almost instantaneously, there was an appreciable 
interval between each discharge of the Leyden battery sufficient to indicate 
that the voltaic action, though apparently immediate, consists of a suc- 
cession of efforts rapidly following each other. This is particularly the 
case when the current has to pass through an imperfect conductor, like 
the human body ; the force seeming to require to be accumulated till it 
attains sufficient energy to overcome the resistance. When metals form 
the circuit, the electricity passes as quickly as it is generated, and there is 
in that case no occasion to increase the intensity by adding to the series of 
plates. 

A water-battery has been constructed by Mr. Crosse with much larger 
surfaces than those of Professor Daniell, and with the cells more carefully 
insulated. A particular account of it is given by Mr. Noad, who was 
present during many of the experiments.* It consists of 2,500 i^^&x^ ^^ 

• Lectures on 'Electncity. 
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copper and zinc cylinders, most of which are enclosed in glass jars. Thej 
are all well insulated on glass stands, and are ranged on three long tahles, 
well protected from dust and from the light — a situation which experience 
has shewn Mr. Crosse to be most favourable to this peculiar form of the 
voltaic battery. Thirty pairs afford a slight spark sufficient to pierce the 
cuticle of the lip, the hand making the communication being wetted ; 130 
pairs open the gold leaves of the electrometer about half an inch ; 250 pairs 
cause the gold leaves to strike the sides of the glass ; 400 pairs give a very 
perceptible stream of electricity to the dry hand ; 500 pairs occasion that 
part of the dry skin which is brought in contact to be slightly cauterised ; 
1,200 pairs give a constant small stream of electricity between two wires 
placed Y^th of an inch apart, such wires not having been previously 
brought into contact. This stream, when received by the dry hands, is 
exceedingly sharp and painfril. A pith ball, a quarter of an inch in dia- 
meter, suspended by a silk thread, will constantly vibrate between the 
opposite poles. With 1,600 pairs, the stream between the two wires not 
previously brought into contact is very distinct ; it may be kept up for 
many minutes, nor does it appear inclined to cease. The light between 
charcoal points, even with the whole series, is feeble ; there is no flame, or 
approach to it. When the opposite poles of 2,400 pairs are connected 
with the inner and outer coatings of an electrical battery containing 
seventy-three feet of surface, a continual charge is kept up ; each dis- 
charge being attended with a loud report heard at a considerable distance. 
Each of these discharges will pierce stout letter-paper, and fuse a consider- 
able length of silver-leaf, which it deflagrates brilliantly, attended with 
loud snappings of light more than a quarter of an inch in length. Plati- 
num wire is fused at the extremity, and the point of a penknife is soon 
demolished. Light substances are attracted at a distance of some inches, 
and repelled again. 

The intensity effects of a water-battery may be considered to be con- 
seqiient on the bad conducting power of that fluid. The small quantity of 
electricity generated by each zinc plate is transmitted from plate to plate to 
the end of the series, and it is prevented from returning through the liquid in 
the cells by non-conducting resistance. Thus, though a much less quan- 
tity of electricity is generated, it is increased by each successive plate in a 
greater proportionate degree than when a better exciting, and at the same 
time a better conducting, fluid is employed. The greater degree of inten- 
sity accumulated in a numerous series of elements makes the insulation of 
the cells mpre necessaiy, which is a point but little attended to in voltaic 
batteries of few combinations, and excited by diluted acids. 
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CHAPTER XIIL 

SECONDABT CUBBENTS. 

The Voltaic current dependent on resistance — Induction of secondary carrents on 
making and breaking contact — Induction of electricity in a separate wire — The di- 
rection of secondary currents opposite to primary — Faraday *s views of the action of 
induced currents. 

The manifestation of the presence of electricity, whether excited by 
friction or by chemical agency, depends, as we have previously observed, 
altogether on resistance to its diffusion. Were there no resisting medium 
there would be no development of electric force, because it would be neu- 
tralized as quickly as generated by unimpeded conduction. A glass rod 
cannot be excited by friction unless the air be, partially at least, dry and 
non-conducting ; whilst, on the other hand, a metal rod may serve as an 
electric, if the dispersion of the electricity be prevented by insulating the 
metal on a glass handle, which resists the flow of the electric fluid. It is 
resistance, idso, that in the same manner induces the manifestation of vol- 
taic electricity. Were it not for the resistance of the fluid in the cells of 
the battery, which prevents the direct return of the electricity from the 
conducting plate to the zinc, no voltaic action could be perceived, for the 
positive and negative electricity would be immediately neutralised. If, 
for instance, a good conducting medium were established by the introduc- 
tion of mercury into the bottom of the cells, there would be very energetic 
chemical action ; there would be the excitement of electricity, but it would 
be inappreciable, because it would be conducted back to the zinc plate as 
quickly as generated. It is evident, therefore, that without a resisting 
medium electricity could not be excited. It is equally true, though not 
at first so evident, that the exhibition of electric force, when excited, de- 
pends on the resistance made to its passage through the bodies on which it 
acts. Lightning passes imperceptibly through a thick metallic rod, but 
shivers into pieces an imperfectly conducting oak. The voltaic current 
also passes through a thick conducting wire without any observable effects ; 
but when the same current is obstructed by a thinner wire it develops 
heat. Even in electro-chemical decomposition, it is found that the de- 
composing effect is diminished when the liquid undergoing decomposition 
conducts electricity too freely. If, however, the resistance be too great, 
the electric current is so far retarded as to diminish the action or to prevent 
it altogether; and it is difficult in some electro-chemical decompositions 
to determine how far the effect is increased or diminished by increasing or 
diminishing the conducting power of the solution. 

The phenomena of induced voltaic currents present some of the most 
interesting and important facts in electric science. We shall have to 
notice this inductive action more particularly when considering the phe- 
nomena of electro-magnetism, but there are some points which come 
appropriately within the present division of our subject. 

When contact is made and broken with the connecting wires of a single 
pair of plates^ the wires used being thick and the cix<so\\i ^^-tf^ ^^^^sAx^^fde^ 
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any spark is visible on breaking contact ; but when the current passes 
through a long wire, a bright spark, accompanied by a snapping noise, 
will be seen when the contact is suddenly broken. The effect increases to 
a certain extent with the length of the wire, and if it be twisted into a 
spiral the spark is more bright and the snapping sound is louder. 

Such a result is directly at variance with the presupposed action of a 
voltaic current. As the resistance increases with the length of the wire, 
it might have been confidently predicated that the indications of electric 
force would decrease with the diminution of the quantity transmitted 
instead of being in any way increased. The phenomena of this anoma- 
lous action of the voltaic current in long resisting wires have been in- 
vestigated by Faraday with the care and ability manifest in all his ex- 
perimental researches, and he has succeeded in elucidating from them 
some highly-interesting facts.* It was ascertained that the spark on 
breaking contact becomes brighter, and the electric development stronger, 
in proportion to the addition to length of the conducting wire ; until 
the resistance of the metal as a conductor so far diminishes the quantity 
of electricity as to interfere with the effect. Having attained the maxi- 
mum result that mere addition to the length of the wire can give, the 
effect was much increased by twisting the wire into a spiral: The helix 
thus formed by coils of well-covered wire allowed the same quantity of 
electricity to pass as when the wire was straight ; therefore so far as the 
direct action of the conducting wire was concerned the conditions were 
the same, though the amount of effect was different. The brightness of 
the spark and the strength of the shock were still more augmented by the 
insertion of a bar of soft iron within the coil of covered wire. It was evi- 
dent, therefore, from these variations in the amount of force, whilst the 
length of the wire and its resistance to the electric current remained the 
same, that the increased effect could not be attributed, as was at first con- 
ceived, to momentum acquired by the electric fluid in its transmission 
through the wires. 

Another remarkable fact developed in those researches was, that the 
extra current could be developed in a second and altogether separate wire 
placed parallel to the first ; and that when the power was thus imparted 
to the second wire, the primary one, through which the direct action of 
the battery was communicated, appeared to be no longer specially affected 
on breaking contact. To produce the current in the second wire it was 
bent double, so as to form a continuous circuit, and extended alongside 
the primary wire ; or, what was found still better, the first and second 
wires, insulated by being covered with cotton or silk, were twisted into a 
spiral together, and the two ends of the second were brought together to 
form a circuit. From these and from other facts elicited in the course of 
his experiments, Faraday arrived at the conclusion that the extraordinary 
development of electricity is derived from a current induced in the wires 
at the instant of breaking contact, and which is only momentary in its 
duration. 

If any further proof were required that the currents thus induced are 
not dependent on increased energy in the conducting wire, it is afforded 
by the additional fact, no less curious than any other of these remackable 

* Expezimental Beaearcfaes, seriefl ix* 
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phenomena^ tiiat the secondary currents are in the reverse direction of the 
primary. If, for instance, a voltaic current from the positive to the ne- 
gative pole be suddenly broken, the induced electricity is of the opposite 
kind to that which is transmitted through the primary wire directly from 
the voltaic battery. Thus the electricity induced by breaking contact 
in the wire from the positive pole is negative, and that induced in the 
negative wire is positive. 

A simple apparatus contrived by 
Faraday exhibits most satisfactorily 
the phenomena of induced currents, 
and the changes of their directions. 
A pair of zinc and copper plates, z c, 
were inmiersed in diluted acid ; G and 
E represent cups of mercury, wherein 
contact was made and broken with 
the wires a b, which formed a circuit 
through a long conducting wire ; two 
wires, n p, were attached to the long ^ 
circuit, and could be brought into 
contact at x, or have an apparatus in- 
terposed there to indicate the direc- 
tion and force of the induced currents. 
To produce a spark in the cross-wire 
jimction, a piece of soft iron was placed 
in a helix at d, and the ends of the 
cross wires were rubbed lightly to- 
gether whilst contact was broken at a or e by raising the wires a or b 
quickly from the mercury. In such circumstances a bright spark passed at 
X at the moment of breaking contact, none occurring at G or E ; this spark 
exhibited the luminous passage of the extra current through the cross 
wires. When there was no contact at x, then the spark appeared in the 
mercury-cups when contact was broken ; the extra current forcing its 
way through the cell of the pair of plates. On introducing *a fine platinimi 
wire at x no visible effects occurred so long as the contact was continued, 
but on breaking contact at G or e the fine wire was instantly ignited. 
Chemical decomposition was also exhibited by the cross-wire current by 
the introduction into the circuit of a piece of paper moistened with a solu- 
tion of iodide of potassium ; but the points at which the iodine and the 
potass appeared were the reverse of those at which they were disengaged 
by the diirect current. This proved that the momentary current induced 
in the cross wires on breaking contact was in the contrary direction to the 
primary current. The same fact may be more clearly shewn by the in- 
troduction into the circuit of the cross wires of a galvanometer, an instru- 
ment which will be more particularly noticed with electro-magnetic phe- 
nomena. 

In addition to the induction of an electric current on hreoMng con^ 
tact, it has been satisfactorily proved that an extra current is also induced 
on maJdng contact ; the direction of the secondary current in that case 
being the same as the primary. In reference to the specific action of 
these induced currents of electricity Faraday observes : " From the facility 
of transference to neighbouring wires, and from t\i^ ^^^^:^a ^^\isst"«6S5c^^*^^ 
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inductive forces appear to be lateral, i. e. exerted in a direction perpendicular 
to the direction of the originating and produced currents. There can be no 
doubt that the current in one part of a wire can act by induction upon 
other parts of the same wire which are lateral to the first, L e, in the same 
vertical section, or in the parts which are more or less oblique to it, just 
as it can act in producing a current in a neighbouring wire or in a neigh- 
bouring coil of the same wire. It is this which gives the appearance of 
the current acting upon itself ; but all the experiments and all analogy 
tend to shew that the elements (if I may so say) of the currents do not 
act upon themselves, and so cause the effect in question, but produce it 
by exciting currents in conducting matter which is lateral to them." He 
also gives this important opinion : " Notwithstanding that the effects 
appear only at the making and breaking of contact, I cannot resist the 
impression that there is some connected and correspondent effect pro- 
duced by this lateral action of the elements of the electric stream during 
the tim^ of its continuance." 



CHAPTER XIV. 

ELECTRO-CHEMICAL DECOMPOSITION. 

Decompositioii of water — Transference of the elements through intermediate vessels- 
Faraday's hypothesis — Infinitessimally small particles acted on — Suspension of che- 
mical affinity by Voltaic action — Supposed identity of chemical affinity and electri- 
city — Decomposition of the alkalies — Remarkable combustion of paper by Voltaic 
action — Decomposition of metallic salts — Definite action ofelectro- chemical force 
^Electro-chemical equivalents — Absolute quantity of electricity in bodies — The 
quantity in a grain of water estimated — The Voltameter. 

We have already noticed that a succession of sparks from an electrical 
machine, or a succession of discharges from a small Leyden jar, can pro- 
duce the decomposition of many compound substances ; and that in such 
decompositions certain elements attach themselves to the positive, and 
bthers to the negatively electrified wires. These effects, and this pecu- 
liarity of action, which are observable only on a very limited scale in 
frictional electricity, are largely and powerfully developed by the voltaic 
battery. 

The decomposition of water affords one of the simplest and most satis- 
factory exhibitions of the decomposing power of voltaic electricity. A 
single pair of plates, when excited by diluted sulphuric acid, is not 
sufficient to produce the effect. The addition of another pair of plates 
imparts the required intensity, but only enough to exhibit the phenomena 
of decomposition in a feeble manner. With a combined series of twelve 
cells most compound substances may be resolved into their elementaiy 
constituents very satisfactorily. When the connecting wires from the op- 
posite poles of such a battery are inserted into a glass containing acidu- 
lated water, there will be a copious discharge of gas from each, if the wires 
are tipped with platinum, the discharge from one of the points being 
more copious than from the other. 
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The form of apparatus repreieiited in Rg. 51 ia well adapted for the 
collection of the products of ^e decomposition of water. Two glam tubes 
A, B, closed at the top, are filled with water slightly acidulated, and then 
inverted in a glass vessel of the same fluid, and held iu position b; the 
wooden lid d. To the bottom of the binding screws e, e, thick copper 
wires are soldered, which are bent under the tubes. The copper wires 
must be well vamisbed, excepting at their ends, which should be tipped 
with platinum. The wires from the battery 
are connected to the apparatus by the binding 
■crews. When the battery is put in action, 
a discharge of bubbles of gas takes place 
from the ends of the two wires, which, rising 
through the water in the tubes, collect at the 
top of each. The quantity of gas evolved at 
the negative conducting surface exceeds that 
evolved at the positive surface, in the pro- 

Krtion of two to one, the former being . 
_ drogen gas and the latter oxygen, in the 
exact proportions in volume that, when che- 
mically combined, constitute water. Wheu 
the positions of the wires connected with the 
poles of the battery are reversed, the hydro- 
gen and oxygen are evolved from the oppo- pf. j,, 
site points ; and under whatever circum- 

■tances the experiment is conducted, it is accompanied with the same 
result, even when decomposition is effected in separate vessels. 

Let the three glass vessels, 1, 2, 3, containing acidulated water, be 
arranged as in flg. 52, connected with filaments of wetted thread or asbes- 
tos b b', and introduce into the two extreme glasses small strips of plo- 
tlnum-foil connected with the opposite poles of a voltaic arrangement. 





When the voltoic current passes from c the positive surfiice, to « the nega- 
tive, oxygen gas will be evolved in No. 3, and hydrogen in No. 1, in the 
exact proportions that they were liberated when the wires were inserted 
in the same vessel. Under these circumstances, it will be observed that 
the hydrogen element of the particle of water decomposed, which is sepft- 
rated from the association with oxygen at o, must pass through the nla- 
menta V, through the fluid in the central vessel, through the second lik- 
menta b, and through the water in glass 1 to «, where it ia evolved. No 
variation in the amount of battery power employed produces any altera- 
tions in the proportions of the gases evolved : the only difference attend- 
ing the increase of the electric force is to increase the quantity of the 
gases evolved, the proportions being iu all eases those that oombioe ta- 
getber to form water. When the experiment ii exrawj;a\ 'vVSo. «&'&,<V\ud&&% 
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giufaoee of metals that easilj combine with oxygen, hydrogen only is evolved, 
tbe oxygen portion of the decomposed water entering into combination 
with the metal. It is for this reason that, when the two gaseous products 
of the decomposition are required to be collected, platinum or gold points 
should be used. 

If we assume that the process of decomposition is strictly limited to 
the same particle of water, and that the separation of its two elements 
takes place either at c or z ; that portion of the elemental gas which ap- 
pears at the other wire must traverse invisibly through the three vessels, 
must rise through the two bundles of filaments, and descend again, 
without any portion of it escaping. But according to the view taken by 
Faraday of voltaic decomposition, as already explained,* the process is 
not confined to a single particle of the fluid, but eadii particle in the diain of 
communication is decomposed. Thus, commencing at c (fig. 41), the partide 
of water decomposed yields up its oxygen at that point, and the gas rises 
directly to the surface. The adjoining particle of fluid is also decomposed, 
but latenily, the oxygen separated from that second particle instantly com- 
bining with the hydrogen liberated from the first, and parting with its 
own atom of hydrogen to the next particle ; this transfer of the hydrogen ele- 
ment being continued through all the particles of fluid in succession imtil 
it arrives at the other battery termination, where, the series of decomposi- 
tions being ended, the hydrogen is liberated and rises to the surface as a 
bubble of gas. According to this hypothesis, which has received very 
general acceptation, the hydrogen liberated in bubbles at one wire is not 
the same that was associated with the oxygen evolved at the other pole, 
but there is a complete cycle of voltaic changes, each particle of fluid in 
the chain of communication having xmdergone decomposition and recom- 
position with difierent though exactly equal atoms of the same element. 

The particles of water acted on during decomposition are most proba- 
bly infinitessimally small. A bubble of hydrogen gas the one hundredth 
part of an inch in diameter is distinctly visible, and one million of such 
bubbles would be contained ia a cubic isch. Assuming the bubbles to 
constitute an entire cube of gas, fifty ef such cubes would weigh only 
a single grain ; and taking into calculation the oxygen element of the 
water, the evolution of a bubble of hydrogen gas xbxi^^ ^ ^^ ^^^^ ^^ ^^*" 
meter indicates that a particle of water has been decomposed which could 
not have weighed more than the sixteen-Tnillionth part of a grain. 

The arrangement of the three glass vessels with asbestos connexions 
(fig. 52) will serve to illustrate, in a still more remarkable manner than 
the decomposition of water, the peculiarity attending the transfer of the 
elements of the decomposed body through an intermediate solution. A 
solution of muriate of soda (common salt) being put into glass 1, a solu- 
tion of ammonia in 2, and an infusion of litmus in 3, it will be found that 
the muriatic acid combined with the soda in No. 1 will be transferred 
< through the ammonia without combining, and will be collected in the glass 
containing the litmus, as will be indicated by colouring it red. In this 
case, therefore, it will be observed that the acid separated from the salt in 
No. 1 is conveyed through a solution for which it has, in ordinary circum- 
stances, a strong chemical affinity ; but under the influence of voltaic elec- 
tricity the action of chemical affinity appears to be suspended. 

♦ Page 100. 
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In the same manner the elements of numeroui other compound mib- 
tftancet may be transferred through solutions of alkalies or acids without 
exhibiting any disposition to combine. This peculiar influence of the 
electric current is confirmatory of Faraiiay*s hypothesis respecting the 
mode of electric conduction through fluids. By that hypothesis the appa- 
rent suspension of chemical afllnity in tlie intermediate vessel is attributed 
to the continued transfer of the acid from particle to particle of the fluid 
with which it ultimately combines^ no free acid being actually lil>erated 
till the cliain of connexion is tenniuated l>y arriving at the opposite pole 
of the battery. 

Tlie powerful influence of voltaic electricity in controlling chemical 
affinities led Bir Humphrey Davy to infer that chemical affinity is itself 
a modification of electric attraction, and that those bodies which com- 
bine mi>st energetically possess inherentlv, and in tlie greatest decree, 
positive and negative electricities. Considering, therefore, chemicd af- 
nnity and electricity to be identical, he conceived that the voltaic battery 
would afiord the means of separating the most intimately combined 
elements by overpowering the attractive forc;e with which they are held 
together. Acting on thix opinion, he ap[>lied the power to the alkalies, 
which he and other chemists liad predicted to be compound substances. 
The result of these investigations constitutes one of the greatest triumphs 
of analytical chemistry ; for by this means those important sul>stances, 
the earths and alkalies, were discovered to be oxides of peculiar metals, 
distinct in many of tlieir qualities from any of the metallic bodies pre- 
viously known. 

The battery i>ower employed by Bir Humphrey Davy was equal to 
tliat of 274 pairs of plates four inches s<|uare; but even with this 
powerful apparatus it was not till after numerous failures tliat he suc- 
ceeded in decomposing potass. The difficulty experienced was to bring 
the voltaic influence to act upon the alkali ; for in a dry state the non- 
conducting property of the potass stopped the electric current, and when 
dissolved, the power of the battery was spent in the decomposition of the 
aqueous solvent. To apply the electric force to the alkali itself Bir Hum- 
phrey Davy adopted the expedient of making a crystal of prHass transmit 
a current by the moisture of the breath on its surface. This hail the desired 
effiMH;, and the appearance of a glolmle of metal (potassium) at the nega- 
tive pole of the ttattery was a glorious reward for his intelligent and 
I>ersevering investigations. 

The decomposition of the alkalies does not, however, require a 
powerM voltaic arrangement. This fact was experienced by the author 
m a somewliat annoying maimer when experimenting with the copying 
electric telegrai>h, the action of which de[>ends on making marks on 
paper by electro-chemical decomposition. The paper was well moist- 
ened with a solution of prussiate of potass in diluted nitric acid, and 
the voltaic current passed through the paper from a steel wire con- 
nected with the fKwitive pole of the battery. The eflect intended to be 
produced was to decompose the prussiate, and to cause it to combine with 
the iron of the wire to make a blue mark on the paper. The battery 
power emploved consisted of two troughs of a Cruiksnank's arrangement^ 
each containing fifty pairs of plates two inches square. With tKU VmSKsstj 
the yttiper waa not only marked with a deepUtkeXx^oft M^Jciit iNa^^'vSx^ 
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drawn along, but when not moving rapidly it was actually set on fire, for 
a small bright flame accompanied the steel, and burnt holes through the 
paper. The cause of this combustion was at first perplexing, as paper 
cannot be ignited by the direct action of voltaic electricity however 
powerful. The smell of hydrogen gas shortly resolved all doubt, by indi- 
cating the combustion of potassium. The voltaic current, small in quan- 
tity as it was, had decomposed the prussiate-of-potass solution in the 
paper ; and as quickly as potassium was formed, it was inflamed by com- 
bining with the oxygen of the aqueous solvent. 

The decomposition of metallic salts by voltaic electricity deserves 
special consideration, from the circumstance that it forms the basis of the 
important art of electro-metallurgy, which has already become of great 
practical utility, and promises to be extended much more generally. 

The processes of electrotyping and electro-gilding will be particularly 
noticed among the applications of electric science j we shall now, there- 
fore, only consider the nature of the action of electricity in producing 
metallic deposits. 

When a voltaic current is transmitted through a solution of sulphate 
of copper, the water which holds the metallic salt in solution is the substance 
decomposed, the deposition of the metal being a secondary result. The 
hydrogen, cUsengaged from its particle of water at the conducting surface 
connected with the positive pole of the battery, on being transferred to the 
negative surface combines with the oxygen that holds the copper in so- 
lution, and the metal is deposited. Thus, when small plates of copper 
connected with the poles of the battery are inserted in the solution, the 
oxygen liberated from the decomposed water is not evolved, but enters 
into combination with the copper, and forms with the sulphuric add a 
particle of sulphate of copper, which is immediately dissolved. Neither is 
the hydrogen on reaching the metal plate connected with ihe negative 
pole evolved in the form of gas, but it combines with a quantity of oxygen 
in the metallic solution, equal to the quantity with which it was associated 
in the original particle of water decomposed, and thus forms a new particle 
of water ; whilst the copper, held in solution by the oxygen, is deposited 
over the sm-fiace of the xoetal plate. By the continuation of the process 
the copper from the positive plate is gradually transferred to the negative 
plate ; not, it will be observed, by the direct decomposition of the sulphate 
of copper held in solution, but by the action and reaction of the oxygen and 
hydrogen liberated from the decomposed water. 

There is great difference in the facility with which different compound 
substances yield up their elements to the controlling force of voltaic action. 
Iodide of potass may be decomposed by a single pair of plates feebly 
charged. Muriatic acid and diluted sulphuric acid may be decomposed 
with a single pair when the energy is increased by nitric acid, but a com- 
bination of three or more plates is generally required to produce decom- 
position in other bodies. This difference in the fisicility with which dif- 
ferent bodies may be decomposed by an electric current is attributed to 
the different intensities of their chemical affinities, those substances whose 
atoms are held together by the strongest affinities offering greatest resist- 
ance to the decomposing force. 

The interesting and important fact has been clearly established by 
JFaraday, that electro-chemical force is definite in its addon, and that the 
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chemical power of • cnrrent m in direct proportion to the abfolute quan- 
tity of electricity that fMinee. The expreiMion of the therny by Faraday 
in/ ''that the chemical decompoiiinf( action of a current it eon$(mU/ar a 
cotisUmt ffucmUijf o/eleetncUyf notwith«tandinf( the greatent rariations in 
iUt 0ource«^ in tt« Intenifity^ in the size of tlie electrodes used, in tlie nature 
of the conductors (or non-conductors) tiirough which it is passed^ or in 
other circumstances.*** 

The demonstration of this theory by numerous experiments tends 
strongly to confirm the opinion that electricity and chemical affinity are 
the same force differently modified ; for it is found that the amount of 
decomf)osing effects in all substances agrees very closely with their chemi- 
cal equivalents. 

To those not acquainted with the nature of chemical comliinations^ it 
may be desirable to state that the elements of bodies always unite in defi- 
nite pro{>ortions ; lor instancCi eight atoms of oxygen unite with one of 
hydrogen to form water^ and one atom of oxygen combines with five of 
potassium to constitute [xitass ; and those elements will not combine in 
any other fmiportions. Many elementary sul>stances unite differently to 
form difierent substances^ but those proportions are always multiples of 
the first; and for the constitution of any given substance they will only 
combine in constant definite pro[>ortions. For example, if oxygen and 
hydrogen gases are mingled together in the pro[>ortions of ten to one^ and 
then exploded in a close vessel, it will be found tliat chemical combination 
has taken effect only l>etween those quantities of the gases required to 
form water, and tliat the two fiortions of oxygen in excess remain in the 
vessel not affected l^y the explosion. 

The law by which the combination of elements is regulated in definite 
proportions to constitute any single sul>stance, is found also to extend re- 
ciprocally to all substances whatever. Tlie operation of this law is clearly 
exemplified in ^e mutual action of acids and alkalies. Thus, six parts of 
potass neutralise five of sulphuric acid, and four i>arts only of soda ))roduce 
the same effect. These proi>ortions of six to four prevail in the relations 
of potass and soda to all the acids; and this l>eing known, the ciuantity of 
either re^iuired to saturate any other acid can l>e ascertained without expe- 
riment. For instance, as the saturating power of soda for sulphuric acid 
exceeds that of [Kitass in the inverse jiroportion of four to six, and it 
being known tliat 4 '4 parts of potass saturate five of nitric acid, it is easily 
computed that as6 :4'4 ::4 :2'93; the number 2*93 rq>resenting the 
parts of soda equivalent to potass in saturating nitric acid. The equivalent 
profiortions in which all l>odies combine with one another may thus be 
comfiuted, after having determined experimentally the proportions of one 
or two combinations. 

The amounts of electric force rer^uired to sejiarate the elements of 
bodies from their combinations corres{)ond in a remarkable manner with 
the chemical e^iuivalents of the same bodies. For instance, 8 parts by 
weight of oxvgen, which combine with 1 of hydrogen to form water, 
combine in the pofxirtions of 32 with copper, 58 with tin, and of 103 
with lead ; and the same amount of electric force that is required to sejia- 
rate 8 parts of oxygen from water, will, by secondary action, separate 

* ExperimsDtal RfscaTchet, Hii^ iVi* 
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copper, tin, and lead from their solutions in the proportions of 32, 58, and 
103 ; corresponding with their chemical equivalents. So closely have these 
numbers been found to agree in numerous experiments, that electricians 
do not hesitate to apply the more strict results of direct chemical analysis 
to the correction of the results of electro-chemical decomposition.* In 
reference to this subject, Faraday observes, " I think I cannot deceive my- 
self in considering the doctrine of definite electro-chemical action as of the 
utmost importance. It touches by its facts, more directly and closely 
than any former fact or set of facts have done, upon the beautiful idea 
that ordinary chemical affinity is a mere consequence of the electarical 
attractions of the particles of different kinds of matter ; and it will pro- 
bably lead us to the means by which we may enlighten that which is at 
present so obscure, and either fully demonstrate the truth of the idea, or 
develop that which ought to replace it." 

The discovery of the law of the definite action of electro-chemical force, 
and that the chemical power of an electric current is in direct proportion 
to the quantity of electricity that passes, has shewn the way to the deter- 
mination of the absolute quantities of electricities belonging to different 
bodies in their natural states. This interesting subject of inquiry is opened 
bj Faraday in the seventh series of his invaluable Experimental Reaea/rchea 
m EUefrioUy, " Considering,'* he observes, " this close and twofold rela- 
tkni, namely, that without decomposition transmission of electricity does 
Bot occur, and that for a given definite quantity of electricity passed, an 
equally definite and constant quantity of water or other matter is decom- 
posed ; considering also that the agent, which is electricity, is simply em- 
ployed in overcoming electrical powers employed in the body subjected to 
its action ; it seems a probable and almost a natural consequence, that the 
quantity which passes is the equivalent of, and therefore equal to, that of 
the particles separated ; r. e. that if the electrical power which holds the 
elements of a grain of water in combination, or which makes a grain of 
oxygen and hydrogen in the right proportions unite into water when they 
are made to combine, could be thrown into the form of a current, it would 
exactly equal the current required for the separation of that grain of water 
into its elements again.** 

The enormous quantity of electric power contained in a single grain of 
water is exemplified by the following experiment. Two wires, one of 
platinum and one of zinc, each one-eighteenth of an inch in diameter, 
placed five-sixteenths of an inch apart, and immersed to the depth of five- 
eighths of an inch in acidulated water consisting of one drop of oil of 
vitriol and four ounces of distilled water, and connected at the other ex- 
tremity by a copper wire eighteen feet long and one-eighteenth of an inch 
in thickness, yields as much electricity in little more than three seconds of 
time as a Leyden battery charged by thirty turns of a very powerful elec- 
trical machine in full action. This quantity, though sufficient if passed 
at once through the head of a cat to kill it, is evolved by the action of so 
small a portion of the zinc and water, that the loss of weight sustained 
by either is inappreciable by the most delicate instruments. 

By continuing the experiment until a grain of water was decomposed, 
it was ascertained that one grain of water requires for its decomposition a 

* Experimental Researches^ series vii. 
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continued current of electricity for three minutes and three quarters, which 
current must be powerful enough to retain a platinum wire y^th of an 
inch in thickness red-hot in the air during the whole time. Making a 
comparison by the loss of weight of zinc oxidised during the action, it 
appears that 800,000 such charges of a Leyden battery as that referred to 
would be necessary to supply electricity sufficient to decompose a single 
grain of water. Thus, '^ zinc and platinum wires one-eighteenth of an 
inch in diameter and about half an inch long, dipped into dilute sulphuric 
acid so weak that it is not sensibly sour to the tongue or scarcely to our 
most delicate test-papers, will evolve more electricity in one-twentieth of 
a minute than any man would willingly allow to pass through his body at 
(mce. The chemical action of a grain of water upon four grains of zinc 
can evolve electricity equal in quantity to that of a powerful thunder- 
stonn."* 

In further proof of the high electric condition of the particles of mat- 
ter, and of the equality of proportions of that belonging to them with 
that necessary for their separation, Faraday carefully collected the resotte 
of the action of an amalgamated zinc plate and a plate of platinum when > 
immersed in diluted sulphuric acid in the proportion of 1 of acid to 3(y ol ■ 
water. The quantity of oxygen and hydrogen gases evolved measftrod. 
18*232 cubic inches ; equal in weight to 2-3535544 grains, whidi wm 
therefore the weight of the water decomposed. The weight of the able 
plate was diminished 8*45 grains ; and 2*3535544 grains, the weight ai 
water decomposed, is to 8*45, the quantity of zinc oxidised, as 9 is to. 
32*31. These numbers correspond with the equivalent numbers of water 
and zinc ; which shews that for an equivalent of zinc oxidised, an equiva- 
lent of water was decomposed. 

The decomposing power of electricity has been employed as a mea- 
surer of the strength of a voltaic current. The fact that the amount of 
decomposition is proportioned to the quantity of electricity being taken 
for granted, it is only necessary to measure the quantity of gases evolved 
from water virithin a given time, to determine the force of the electric 
current. Instruments of this kind were contrived by 
Faraday, and were frequently used by him in his experi- 
mental researches. Fig. 53 represents the form of the in- 
strument suitable for general experiments. A graduated 
tube D, of even bore, is ground or cemented into one of the 
openings of a two-necked bottle, b. Two platinum wires, 
pp', are fused into the glass and penetrate within the tube, 
where they are connected with two small platinum plates. 
If the bottle be two-thirds full of diluted sulphuric acid, 
the fluid will fill the tube when the bottle is inverted, and 
will not flow out when placed upright. An electric cur- 
rent being then passed through the tube by connexion 
with the wires j9/>', the gases evolved against the plates col- 
lect at the top, and the quantities are measured by the dis- 
placement of the water. When the instrument is in use 
the stopper is taken out of the second opening, to allow 
the enclosed air to escape as the water descends from the 
'tube. 

* Experimental Reie«xc\k«m% 
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CHAPTER XV. 

ELECTB0-MA6NETISM. 

Effect of Voltaic currents on magnetic needles — Magnetism induced in the conducting 
wire — Directions of deflected magnetic needle by opposite currents — Multiplication 
of effect by coils of wire — Gkil manometers, their extreme sensitiveness — Magnetic 
action of copper wires — Polar direction of a wire coil — Electro-magnets — Their 
great power and limited spheres of attraction — Ratio of diminution of attractive 
force — Proportionate sizes of wire and iron — Economical effect of long coils — Great 
. rapidity of electro-magnetic action — Residual power in electro-magnets — Medical 
coil machines — Rotary motion of conducting wires. 

A CURRENT of electricity transmitted by wires from one end of a voltaic 
battery to the other meets with great resistance^ even when passing 
through the metals that are the best conductors. The amount of this 
resistance^ it has been already stated, is proportioned to the square of the 
diameter ; and it increases rapidly, in some ratio not exactly ascertained, 
with the length of the conducting wire. The action and reaction that 
are thus continually in operation during the passing of a voltaic current 
produce remarkable magnetic effects, which extend to a considerable dis- 
t(Uice beyond the surfaces of the conductors. 

The influence of frictional electricity in magnetising and demagnet- 
ising steel needles was known to Franklin and other of the early elec- 
tricians ; but it was reserved for Professor CErsted of Copenhagen to 
discover, in 1819, the much greater magnetising influence of a current of 
voltaic electricity ; and that that influence is exerted, not by transmitting 
the current directly through the bar to be magnetised, but by a secondary 
action in the conducting wire. 

If a thick copper wire cz, connected with the opposite poles of a 
voltaic battery, be placed over a magnetic needle N s balanced on its 
centre like the needle of a compass, and in the line of the magnetic me- 
ridian, the needle will be deflected the instant that the current passes 
through the wire ; and it will remain deflected from its natural position in 
a greater or less degree according to the strength of the current. If the 
current from the copper, or positive, pole of the battery pass from the 
north to the south pole of the magnetic needle, the deflection will be 
towards the east; but if the current pass in the opposite direction, the 
deflection of the needle will be towards the west. If the wire be then placed 

below the needle, the action will 
^^2k^K^^m^^K^m^^^mmm^^>^^mAmm hc rcvcrscd I thc north pole of 

the needle, which was deflected 
to the west when the wire was 
above it, will be deflected to the 
east. A similar reversal of the 
fig, 54. deflections of the needle occurs 

when the direction of the electric 
current is changed by reversing the positions of the connecting wires. 
The conducting wire seems to be endued with polarity at right angles 
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to its axis, as if an infinite number of small magnets were ranged side 
by side transversely to the direction of the current. The transmission of 
the electric current, indeed, appears to convert the conducting wire into a 
compound cylindrical magnet, every point of the surface of the cylinder 
being a magnetic pole with its opposite pole in the centre of the wire. 

It is not essential that the conductor should be metal. Charcoal, and 
even acids, will, when conducting a current of electricity, become tem- 
porary magnets, and deflect the magnetic needle when it is placed parallel 
to the flow of electricity. The same power is exerted by the battery 
itself; for if a long magnetic needle be suspended from its centre over the 
ceUs of a voltaic arrangement, it will be deflected in the same manner as a 
needle balanced over a conducting wire. 

As the needle is deflected in opposite directions when the wire is 
placed above and when it is below, it appears, on the first view, as if the 
magnetic influence were changed by the al- 
teration of position ; but the change is in 
reality only apparent. Let cz, ds! represent 
the conducting wire, with the current passing 
in the direction of the arrows from c to z. The 
magnetic needle n « is balanced on a pivot 
fixed to the wire, so that it may be turned 
round with it ; and being held in a vertical 
position, and a trifle heavier at one end, it 
will not be aflected by terrestrial magnetism. 
The wire on the left in the figure shews the 
north pole of the needle deflected towards the 
right hand. Turn the wire gradually round 
until it is brought into the other position, 
and then the north pole of the needle seems 
to be deflected in the contrary direction^ 
though in relation to the wire it has re- 
mained unchanged; the apparent diflerence 
being caused entirely by its being seen from the opposite side. 

Bend the conducting wire zc into the form of a rectangle, and place a 
balanced magnetic needle in the centre of it, as in fig. 56 ; the end c of 
the wire being connected virith the positive pole of the battery, and the 
end z with the negative, or zinc end. The effect of this arrangement on 
the needle will be, in the first place, to deflect n towards the east by the 
influence of the current from c pass- 
ing over the needle from north to 
south. The same curreht, if it were 
to return over the needle from s to n, 
would neutralise its first influence 
by the change of direction, and would 
bring the needle back to its original 
position. But by passing xmder it, 
the direction of the current in refer- 
ence to the needle is reversed, and u 5^ 
the influence is exerted to increase 

the first deflection towards the east, and the force of the current \% -^wos^ 
doubled. By bending the wire again in tiiie Baoi^ xi^aaDSx^et «si ^^k^^^^^s^ 
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effect is produceil ; and by nmoeroua reduplications of this kind the in- 
fluMKe of the current may be bo multiplied, th&t the needle will be de- 
flected by a quantitr)r of dectricity far too minute to hare any sensiblfl 
effect if patsed orer it through a single wire. 

It will, perhaps, reader this double action of the voltaic cumait on the 




needle more clear if the same arrangement be placed vertically, as in 
fig. S7. The electric current from the pogitive pole of the battery pasnng 
from the north to the south pate of the needle, deflects it towards the 
right hand of a spectator placed in the podtion of e, and towards the left 
h^d of a spectator at ^. The same current on its return towards z passee 
fiYmi the south to the north pole of the needle; but as it passes on the 
opposite side, the return current tends further to deflect the needle in the 
same directioii, and it continues to point to the right band of the spec- 
tator at e, and to the left hand of the spectator at e', ioetead of chanfpng 
positions as it appears to do in fig, 55, when seen on opposite sides during 
the passing of a single current. 

The instruments called galvanometers, employed for indicating the 
presence of a feeble electric current, are constructed on the forgoing prin- 
ciple ; and as each coil of wire that surrounds the needle seems to increase 
the effect, it might be supposed that the sensitiveoesa of such an instru- 
ment could be indefinitely extended. But there are limits to the length 
of the wire-coil, beyond which the sensltiTeness of the needle is diminished 
instead of being increased. For instance, the influence of the conducting 
wire diminishes with its distance from the needle, and that distance 
becomes gi'cater and greater with each additional superposed coil. With 
a Tiew to increase the number of spirals as much as possible without 
lessening the effect by increased distance, very fine wire is used ; which 
being carefully covered with silk or cotton, to prevent lateral conduction, 
may be wound on a rectangular bobbin close together, having a space in 
tbe middle for the introduction of the mt^etic needle. In the galva- 
nometers employed for the electric telegraph it is customary to wind 
rcmnd the needle about 150 yards of covered wire as fine as a bur. But 
when sacb » lengtit of veiy bue wiie ie used, the great resistance it oSfers 
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to the pawags of the electric curreut operates matenslly against the sen- 
ritiyeness of tJie iustrumeDt, and currents of feeble intensity meet vith 
so mnch obstruction that the quantity which pasaes is scarcely appreciable; 
the otherwise augfmenting effect of the reduplication of the wire being 
more tliAD counterbalance by the increased resistance. 

As a magnetic needle when suspended horizont«lly is attracted towards 
tlie noitb and south by the magnetism of the earth, it is neceBSory, when 
a single needle galvanometer is used, to place the coil in the magnetic 
meridian parallel to the needle; but the sensibility of the instrument is 
diminished by the directive inSuence of the earth, which f«nds to prevent 
the deflection. This defect may, howerer, be remedied, by attaching to 
the vertical support of the needle withia the coil a second magnetised 
needle above the coil, with its poles in a reversed position; so that the di- 
rective tendency of the one being overcome by that of the other, the 
needle remains in a neutral state in whatever position it may be placed. 
This contrivance, which was first applied by Professor Gumming of Cam- 
bridge, and afterwards improved upon by Chevalier Nobili, has given such 
increased sensitiveness to the galvanometer that it indicates the presence 
of the most minute trace of a voltuc current. 

Fig. 58 represents one of the approved forms of this kind of galvano- 
meter, which baa obtained the name of " astatic multiplier." A bent brass 




standard d screwed i&to the mahogany base If u serves as a support 
whence the magnetised needles n g, g n' are suspended by a filament of unspnn 
nlk or by a human hair. The coil a a. is formed of copper wire one- sixtieth 
of an inch in diameter and two hundred feet long, carefully covered with 
silk.* The coil is mode by binding the wire round a thin wooden frame, 
the top and bottom of which are about two inches square and half an inch 
apart The ends of the wire pass through the base, and are soldered to 
the binding screws b b. The needles are formed of pieces of thin watch- 
spring, flattened and strongly magnetised, or line light sewing needles will 
answer the purpose. They are fixed on to a piece of straw with their 
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poles in opposite directions, the straw being attached vertically to the sus- 
pending hair. One of the needles is within the coil, the other about a 
quarter of an inch above it. A circular piece of card divided into 360° is 
fixed on the top of the coil, the upper needle serving as the index to mark 
the degrees of deflection. There are screws, not marked in the diagram, 
for adjusting the card and the needles to their proper positions, and the 
instrument is covered with a glass shade e e to protect the needle from 
the influence of currents of air. 

When it is required to examine the development of electricity, con- 
nexions are made with the binding screws B b, so that the current may 
pass through the coil and deflect the needle. The intensity of the current 
is generally as the sine of the angle of deviation. This instrument is so 
extremely sensitive in its indications of an electric current, that if a drop 
of water be placed on the top of one of the brass binding screws, and it is 
touched with a zinc wire connected with the other binding screw, the 
needle will be deflected. The galvanometer is specially valuable in expe- 
riments with feeble currents of voltaic electricity, which are altogether in- 
appreciable either by the gold-leaf electrometer or the voltameter. 

In the preceding illustrations of the magnetic properties of a wire con- 
ducting an electric current, the peculiarity of the phenomenon is, in some 
degree, masked by the intervention of the magnetic needle. Other expe- 
riments shew more directly that the copper wire through which the cur- 
rent passes is for the time converted into a magnet. 

Twist three feet of covered copper wire, about the thickness of bell- wire, 
round a pencil, so as to form, when the pencil is withdrawn, a hollow 
compact coil of wire, in form like a common bell-spring. Support the 
coil horizontally on a pivot, so that it may turn round freely, and let the 
wires at the ends dip into concentric cells of mercury, as represented in 

fig. 59, each cell being connected with one of 
the poles of a voltaic battery. The instant that 
the current is sent through the coil it will begin 
to oscillate, and after a short time will place 
itself in the magnetic meridian. If a magnet 
be brought near to either end of the coil, it 
will be attracted by one of the poles and be 
repelled by the other, exactly in the same 
manner as a steel magnet similarly poised. On 

reversing the connecting wires, so as to send 

flg, 59. the current through the coil in the contrary 

direction, the magnetic poles will be changed, 
as will be indicated by the turning round of the coil, the end that before 
pointed to the north being then directed towards the south. 

The direction in which the wire of the coil is twisted also influences the 
position of the poles. When twisted from, right to left, the current from 
the copper end of the battery will impart different polarity to that which a 
coil twisted from left to right possesses. That end of the coil at which the 
positive current is transmitted from left to right always points towards 
the north. 

If the coil be doubled on itself by continuing to twist the wire in the 

same direction over the first single spiral, the magnetic properties will be 

eonaiderabty increased; and they will continue to be increased by adding 
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to the thickness of ttie coil, until the resistance offered to the current by 
the increased length of wire counteracts the multiplying tendency of the 
redouLled wires. The magnetic power of such a coil hecomes wonderfiJly 
augmented by introducing a bar of eoft iron within it. The iron becomea 
in that case powerfully magnetic the instant that contact is made witli the 
voltaic battery, and the magnetism ceases almost as instantaneously when 
the electric circuit is broken. 

The electro-magnet thus formed by surrounding a bar of soft iron with 
covered copper wire owes its magnetic property entirely to the electric cur- 
rent that circulates round it. The iron seeios to act aa a conductor and 
concentrator of the force, and appears to bear the same relation to the coil 
that the metallic coating docs to the glass of a Leyden jar. It may be 
presumed that the same amount of magnetism is excited when the iron 
bar is withdrawn from the coil as when it is inserted ; but without it the 
power is diffused through the wire, and is not concentrated so completely 
at the poles. Iron possesses almost exclusively the peculiar property of 
thus conducting and concentratii^ the m^netic force. Even a steel bar 
produces scarcely any effect when introduced within the coil, unless the 
voltaic current proceeds from a combination of several pairs of plates; and 
when magnetism is thus imparted to steel, it does not disappear when the 
voltaic circuit is broken, but the steel bar becomes a permanent magnet. 
Why iron of all the metals should be thus peculiarly aflected,* and why the 
slight modification it undergoes in being converted into steel should pro- 
dace such a change in its powers of receiving and retuuing magnetism 
are at present among the unsolved myster' 

A bar of soft iron bent into the 
shape of a horse-shoe, and then co- 
Tered with ooila of copper wire 
twisted upon it iu the same direc- 
tion, constitutes au electro-m^net 
of the most powerful kind. A 
straight and flat piece of soft iron 
M 8, sufBcieutly long to reach across 
the two ends of the bent bar, is af^ 
tracted towards it with more than 
double the force that a single bar 
magnet exerts. 

That the force should be doubled 
might have been expected, because 
there are two poles acting on the 
pieceofironinsteadofonlyone. The 
additional attraction is occasioned 
by the induction of magnetism in 
the connecting piece, which is called 
the keeper or armature of the mag- '- " 

net. That part of the keeper in connexion with the north pole of the 
electro-magnet has southern polarity induced iu it, and the opposite end 
becomea a north pole. Thus the keeper, during the time of contact, 

• Of the other nietala, nickel powesses magnetic properdei in tbe highest deQCft.. 
but the powei ii m> feeble at not to des^ve notice ia thii guMralmi^e'^- 
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becomes a second magnet, aud the attnctire power exerted between tbe 
two is increaBed almoBt in the same pn^rtion as if the keeper were a 
pennaneot eteel magnet 

'An electro-magnet of the borae-shoe shape, half an inch in diameter 
and five in^ea long, with three or four gpirals of covered wire of the 
thickness of bell-wire twisted rouod each limb in the same direction, and 
excited hy only a single pair of plates four inches square, will lift eereial 
pounds. 

The magnetic power to be obtained bj a current of electricity very 
iai exceeds what can be permanently imparted to steel. An electro-mag- 
net constructed by Mr. Joule was shewn in the Qreat Exhibition, 
capable of lifting a ton weight ; and electro-magnets of larger size have 
been made that lifted several tons. The most powerful permanent mag- 
net in the Great Exhibition weighed 101 pounds, and lifted 436 pounds. 

Though the attractive power of an electro-magnet is so enormous when 
the surfaces of the keeper and of the magnet are in close contact, the 
flphere of its influence is extremely limited. The thickness of a sheet of 
paper introduced between them will diminish the power more than one 
half, and at the distance of half an inch apart scarcely any attraction will 
be perceptible. The influence of a pennanent at«el magnet extends con- 
siderably farther than that of au electro- magnet. The ratio in which the 
power decreases by distance has not, we beUeve, been determined; but 
tiiere is good reason to suppose that magnetism of both kinds obeys tlie 
same law as all central radiating forces, and that the diminutioa is pro- 
portioned to the square of the distance. 

It may, indeed, appear at flrst sight irreconcilable with the observed 
difference in the extent of the influence of permanent and electro magnets, 
that the ratios of decrease should be alike in each ; but the seeming dis- 
crepancy vanishes if we suppose the centre of attractive power to be more 
deeply seated in the steel, which becomes permanently magnetic by some 
retentive power in its particles combined together as a whole, than in the 
soft iron, which acts only as a conductor of the magnetic force induced in 
^e copper wire by the dectiic current. 

Figure 61 represents one of the poles of a permanent bar magnet 
Assuming the focus of attraction to be situated at c, aapoint eqnally dis- 
tant from the sides of the bar and from the. upper surface, then the lines 
B c, DC, drawn to that centre, will shew by their radia- 
tion the ratio of decrease of the magnetic power by dis- 
tance in the same manner as, if c were the centre of an 
emanating force, they would indicate its proportionate 
diminution of energy. For example : let C be one quarter 
of an inch from the upper surface of the steel bar, and 
assume the attractive force at the surface to he equal to 
lift one pound. Then, if the force diminish according to 
the square of the distance, at a quarter of an inch from 
the surface, that is at twice the dlistance from the centre 
of force, tlie m^net would lift a quarter of a pound ; at 
the distance of ^If an inch it would lift the ninth part (J 
a pound ; and at the distance of three quarters of an inch, 
that is at four times the distance from the centra of 
"'- ''■ attfftctiou, it would lifi^ one-sixteenth part of a pound. 
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Let 111 next oonaider the effect of the diminution of , 
force iu an electro-miignet with a similar ratio of Jecreaw. 
The oentre* of attroctioD are Awumed to be on the •urfue, 
or, fur the lake of calculation, one-hundredth part of an 
inch beneath it ; the weifjbt that the magnet will lift 
being one pound, aa in the former ca«e. Then, aaaumtng 
the ratio of decreaae to be the same, at three limes the 
(liatanco from the lur&ce that the Hurfoce itaelf ii from any 
of the ocutret of attraction, the power will be reduced aa be- 
fore to one ounee ; but the meaaured diittuice will now b« 
lew than tite thirtj'-third part of an inch, inatead of tbrco 
ouartcra of an inch, for the point whence the ratio of 
Jecreau commencea in neaHy on tiic surface of the magnet. 
At the distance of ^ree quarters of an inch the jiowcr ^ ^ 

would be reduced to lexi tlian the five-thousandtli part of 
a pound. 

The intensity of clectro-magnet<(, or the sphere* of their attractioua, 
increase* with the intenitity of the vultuc current, anil with the number 
of the coil* of wire that surround them. Thu* a bar of soft iron a quar- 
ter of an inch in diameter, covered with nnmcrous coils of fine wire, and 
excited by a battery of twelve pairs of plates, will have a greater attrac- 
tive distance than a bar half an inch diameter, witli a fewer number 
of coils of thick wire, and excited by a single pair of large pUtcs, though 
the latter magnet may snstain a heavier weight when tlic surfaces are in 



In making an electro-magnet, re^rd should be had to the relative 
thicknesses of the aoft iron aud the wire that is to form the coil. Small 
bell-wire, number 16 giauge, is suitable for bar-iron half an inch in dia- 
meter. A rod of about five incbe* should be bent into the form of a 
horse-shoe, having each limb of cqnal length, and the two ends filed per- 
fectly flat and even. A length of 
100 feet of wire, carefully covered 
with cotton, ooiled round both limb* 
in the same direction, either from 
right to left or left to right, will 
mtke a magnet which, when excited 
br* current from two pairs of plates 
nz inobes aqnare, will lift upwards 
of ten pounds. Mr. Shepherd, the 
inventor of the gigantic electro- 
macnetic clock of the Great Exhi- 
bition, who has bad great experience 
in the construction of electee-mag- 
nets, adopts a very convenient plui 
for facilitating the winding of the 
coils. The wire is not twbted im- 
mediately upon the iron, but on se- 
parate short lengths of brass tube of 
sufBcient diameter to admit the iron, s(. m. 

which is inserted after the coils have 
been Mparately made. By tlus meuu die ooUi «Cirab \in.-j\A iW^ 
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wound to any length that ia desired. The diagram repreaenta the coila 

and irun detached from each other. 

A shorter length of thick wire will produce as atrong an attractive 
forCe as a long coil of thin wire, because though the multiplying effect by 
the redupUcation of the coils is less, it allows a much larger quantity of 
electricity to pass. The use of the thick wire ia, however, attended with 
a greater loss of battery power. It is an object, in an economical point 
of view, to extend the length of the coil as far as practicable without di- 
minution of m^netic force, for by that means au equal amount of power 
is gained with a feebler current j the reduplication of the wire compensat- 
ing by its repeated efforts for the diminished quantity of electricity which 
wUl pass in a given time through the greater length of wire. 

To illustrate the advant^ 
gtuned by numerous coils of 
wire, let a, voltaic current pass 
through two electro-magnets A, B, 
joined together in the aame cir- 
cuit; A being large and covered 
with a few coils of thick wire, 
and B a smaller mi^^net with 
numerous coils of fine wire. The 
magnetiam of Awill be extremely 
feeble at the same time that b is 
'*■ "■ energetically attractive ; though 

when connected separately with a voltaic battery of a aingle pair of 
plates, A may be the stronger magnet of the two. 

The greater consumption of zinc in the battery in imparting magnetism 
by short coils of thick wire is iDdii^ted by the rapid evolution of gas in 
the cells when the circuit ia abort, compared with the action when it is 
transmitted through a long circuit, though the latter is capable of pro- 
ducing an equal effect by a multiplication of the coils. 

The electro-magnets used for telegraphic purposes, in which great Mn- 
sitiveness is required, with a current very small in quantity but of Con- 
siderable intensity, are made of iron about three-eighths of on inch in dia- 
meter, coiled round with nearly two hundred yards of extremely fine wire 
covered with eilk. The keepers of these electro -magnets are attached to • 
slender spring to force them back when the circuit is broken, and they are - 
adjusted to a distance of not more than the tenth of an inch from tiie 
magnet. These electro-magnets work briskly through a circuit of up- 
wards of 400 miles, with a battery consisting of lOU pairs of plates. 

The rapidity with which magnetism is imparted to soft iron on mak- 
ing contact with a voltaic battery appears to be simultaneous with the 
transmission of the electric current. An apparatus represented in the 
annexed diagram is admirably calculated to shew the extreme rapidity of 
electro-magnetic action. A short bar electro-m^net A is mounted on a 
wooden stand b. A piece of brass ia fixed to the top, which serves for 
the attachment of a small keeper K to the magnet, and for the support of 
a bent brass arm c, used for the purpose of applying an adjusting screw s. 
The keeper is attached to a slender spring, which forces it from the ma^ 
net against the screw when the voltaic current is not passing. One of 
\fiiej^leB of the battery t is cunneoted directly with the iQwer epd of Uke 
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ooil-wire b^ the binding icrew 
z, and the other wire v ii con- 
nected with the lorev n, against 
which the keeper preseee. The 
Mm o ifl insulated from the 
brasfl to which the keeper U 
fixed by being screwed into a 
piece of box-wood, and the other 
end of the coil of wire is eon- 
nected by the binding screw B 
with the keeper. By this ar- 
rnngemeiit the eleotrio circuit is 
completed through the coil, by 
passing through the bent 
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and through the keeper. The points of contact should have small pieces 
of platinum soldered to them to prevent corrosion of the metal, which 
would otherwise soon stop the action. 

The instant that the keeper is attracted towards the magnet, its con- 
tact with the screw is broken, and the voltaic current is interruiitcd. The 
magnet then ceases to act, the keeper is forced gainst the scrr^w by the 
■prmg, and the contact being agnin renewed, the electro- magnet is bruugbt 
into action as before, but to be again instantaneously demagnetised by 
attracting the keeper. It will be observed, therefore, that the circuit is 
broken every time that the keeper is attracted by the magnet, and re- 
newed when forced back against the screw ; and that each movement of 
the keeper indicates that the iron has been magnetised and demagnetised. 
When the voltaic battery is put in action, the keeper of the electro-magnet 
it attracted and forced back again with a rapidity altogether incalculable 
by the eye ; the vibrations berng so rapid as to produce a humming sound, 
which is more grave or acute according to the rapidity. By turning the 
screw s, so as to bring the keeper more close to the electro-magnet, the 
rapidity of the vibrations increases with the increased attraction of the 
magnet ; and by the musical note thus occasioned, the vibrations of the 
keeper have been estimated to exceed two hundred in a second. 

Though magnetism can be imjiarted with this amazing rapidity, the 
mount M magnetic power h in such ca^es by no means ctjual to that 
whidi the electro-magnet exerts when the contact is of longer duration. 
Only a given quantity of electricity can be exeited by the Imttery in a 
given time ; and assuming that it requires chemical action to be con- 
tinue one-tenth of a second to obtAin the full power of the battery, 
when the contact is made and broken more frequently than the tenth part 
of a second the quantity of electricity that passes is very considerably 
less, though the diminution is not proportionate to the shortness of the. 
contact, It api)ears, indeed, from the result of numerous experiments on 
this subject made by the author, that the full effect of an electro-magn('t, 
with a coil of thirty yards of thick wire, cannot be obtained more fri'- 
quently than four times in a second. 

When the keeper of a horBe-shoo electro-magnet is in contact with the 
two poles, some magnetic power is retained after the contact is broken ; 
and to prevent the continuance of the induced magnetism it is reir^vGvVft 
to interpose a piece of mri or thin leather, «o X\^ \V« Vnts^ct «.-(A'^« 
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magnet may Dot touch each other. Besidea this retention of n _ 
by the keeper, the electro-magnet itself retainB its power for a abort time, 
if the bar of soft iron be above three or four inches long ; therefor^ to 
ensure rapid action when the contact ia made and broken rapidly, it ia 
desirable &a,t the iron round which the wire is coiled should be aa short 
as possible. 

The self-acting mode of breaking contact, represented in fig. G5, has 
been applied with great advant^e in coustnicting apparatus for giving 
shocks by secondary carreuts of electridty for medical purposes. A great 
lengtJi of TGiy fine covered wire is twisted round the primary coil of thick 




wire through which the voltaic current passes ; and each time that contact 
Is broken, a secondary current is induced tbrough the fine wire. Brass 
handles are soldered to the ends of the second wire to increase the sur- 
face contact when grasped by the hands, or conducting plates are used 
when the electricity is transmitted through other parts of the body. The 
making and breaking contact by the self-acting vibrations of the keeper 
produce a rapid succeanon of shocks, the strength and rapidity of which 
may be regulated by the adjusting screw. 

Beverting to the deflective action of a conducting wire on a magnetic 
needle, it wiU he observed that the action is a tangential one ; that is, the 
direction of the force is at right angles to the radius of the wire. One 
pole of the needle is deflected to the right hand, the other pole to the left 
hand ■ and whatever side of the wire the needle is placed, the ssme effects 
take place. Thus, if the conducting wire were surrounded by a number 
of magnetic needles ranged parallel to it, they would be all deflected in 
the same manner, evidently shewing that the deflecting force acts ton- 
gentially at every point of the circumference of the wire. The effect of a 
tangential force acting on all parts of the drcumference is to communi- 
cate rotary motion to bodies free to move, in the maimer that a wheel is 
turned round by impelling it at the circumference in directions at right 
angles to its radius. As there cannot be action without reaction, and as 
hey are always equal and in opposite directions, the tendency of the force 
exerted by the conducting wire is to cause its rotation about its own axis, 
and to communicate motion in the opposite direction to the magnets with- 
in its influence. 

Faraday, who was the first to take this view of the character and 
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' teudeucj of the electro-m^netic force, succeeded in illnttrating it moit 
aatisfactoril; b^ experiment. To do this, it was uecesBaiy to remore the 
counteraction of one of the poles of the magnet on the other ; for as the 
south pole of a m^net is deflected in the opposite direction to that of 
the north pole, the contrary forces, when aUowed to operate, completely 
neutralise each other. The simplest arrangement for producing the ro- 
tation of a m^net is that shewn in fig. 67. Into t^e bottom of a wooden 
cup A, made to contain mercury, is inserted a wire d, 
to which a bar magnet is attached by a thread When 
the enp is filled with mercury, the steel magnet being 
the lighter rises to the top, and is retained in an up- 
right position by the thread. A thick wire c, connected 
with the positiTe pole of a voltaic arrangement, dips into 
the mercury, but is iuBulated from it by being covered 
with cotton and Tarnished, excepting at tbe end. When 
a Toltaic current is transmitted through the conducting 
wire, it influences the north pole of the magnet ; but after 
communicating wiUi the mercury it is so diffiised that 
the south pole is not affected. Sy this means the tan- 
gential force with which the induced magnetism in the 
conducting wire acts on the north pole is not counter- 
acted, and the m^;net being free to move in a circular 
direction, begins to rotate round the conducting wire. 

Fig. 66 shews another form of apparatus for illus- 
trating this remarkable phenomenon. Two long but 
light magnets N s, s' s', are fiied into a circular piece of 
wood D, which rests on a pivot b, so as to turn round ea 
ducting wire c, from the copper end of the battery, dips into a cup of 
mercury in the wood, and by means of mercurial connexions the electric 
current is conducted through the wire z to the negative end without 
poEsing near the southern poles of the magnets. The connexion with the 
battery being completed, the magnets rotate freely round the conducting 
wire in the direction from left to right, like the hands of a watch. On 
nversing the battery connexions, so that the poritive current may enter 
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at z and return up the wire to c, the direction of the rotation is changed. 
A similar change in the direction of the motion also occurs when the 
position of the poles of the magnets is reversed. 

The rotation of a bar magnet on its own axis may be effected bj an 
arrangement similar in principle to the foregoing. The contrivance 
originally proposed by M. Ampdre is the simplest. The magnet N (fig. 69) 
is allowed to float in mercury, being kept in a vertical position by a 
weight of platinum ; and the action of the electric cifhrent is confined to 
one pole of the magnet by insulating the cod ducting wire c, with the excep- 
tion of its end, and introducing it vertically into the mercury to the depth 
of half the magnet. The counteraction that would otherwise occur fix>m the 
other pole is thus prevented, and the magnet rotates slowly on its axis. 
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MAGNETO, THEBMO, AND ANIMAL ELECTRICITT. 

Induction of electricity by magnetism — Multiplication of effects by motion — Magneto- 
electric machines : their powerful effects — Magneto-electric spark — Decomposition 
by magneto-electricity — Correlation of magnetic and electric forces — Development 
of electricity by heat — List of thermo-electrics — Thermo-electric batteries — Indicar 

• tions of temperature by thermo-electricity — Animal electricity — Electrical organs of 
the torpedo — Identity of animal and voltaic electricity— Electrical power of the 
gymnotus — Connexion between nervous influence and electricity. 

It might have been inferred dt priori, from the induction of magnetism by 
electricity, that electricity could be induced by magnetism. The verification 
of this inference is one among the many facts for which electric science is 
indebted to Dr. Faraday. 

The simplest mode of inducing electricity by magnetic action is by an 
arrangement of permanent magnets and an electro-magnet shewn in the 
diagram. 

Two long permanent bar-magnets N s, n s are placed in the manner 
represented, with their opposite poles joined at one end and spread out at 




fig. 70. 

the other ; each of the separated poles being in contact with a bar electro- 
magnet M, round which there is coiled abdut 200 feet of covered wire, the 
60th part of an inch in diameter. The ends of the coil of wire are con- 
nected with a galvanometer <j^, placed at such a distance from the magnets 
as to be beyond their direct influence on the magnetic needle. Whilst the 
magnets continue thus connected, the galvanometer will not indicate any 
trace of electricity; but at the instaut that contact is broken, a current of 
electricity is induced in the coil of wire, and the galvanometer is strongly 
defected. The effect is, however, only instantaneous, and the needle, after 



MAGNETO; TmSBMO^ Ain> ANIMAL ELECTBICITY. 141 

a few yibrations, returns to its normal position. On making contact again, 
the galvanometer is again deflected; but the deflection is in the contrary 
direction to that on breaking contact, the electricity being equally tem- 
porary, and being in other respects Uke that of the secondary currents 
induced on making and breaking contact with a voltaic battery. The 
more suddenly contact is made and broken by jerking away either of the 
magnets, the more powerfully is the galvanometer deflected. 

The current of electricity induced by the arrangement shewn in fig. 70 
is very small in quantity, even when the most powerful magnets are em- 
ployed; but the further researches of Faraday led to the discovery of new 
modes of action, by which the current may be prodigiously increased, and 
all the effects of a powerful voltaic battery, either of high intensity or of 
great quantity, may be produced by permanent magnets without any 
battery whatever. 

Faraday was stimulated to his investigations on this subject by the 
remarkable phenomenon observed by M. Arago, of the induction of mag- 
netism by motion in substances not otherwise magnetic. The French phi- 
losopher discovered that if a copper disc be revolved close to a magnetic 
needle, it is deflected, and that when a magnet is so suspended that it may 
rotate in a plane parallel to that of the disc, the magnet tends to follow 
the motion of the disc ; or if the magnet be revolved, the plate tends to 
follow its motion, and the effect is so powerful that magnets or discs of 
many pounds weight may be thus carried round. This effect, M. Arago 
stated, not only takes place with the metals, but with all substances, solid 
or liquid, and even with gases. It must be observed, however, that in 
repeating these experiments, neither Mr. Babbage, Sir John Herschel, nor 
Dr. Faraday was able to produce the effect with any substances that were 
not very good conductors of electricity. 

The experiments conducted by Faraday with the view of elucidating 
these phenomena, led him to the conclusion that whenever a metallic body 
is put in motion close to a magnet, a current of electricity is induced, 
which ceases the instant that the motion ceases. As the movement of any 
metallic body, such as a disc of copper, in close proximity to the poles of 
a permanent magnet was found to induce a temporary electric current in 
the metal, Faraday inferred that the effect would be increased if, instead 
of a copper disc, a coil of covered copper wire round a bar of soft iron were 
used. This was tried with most satisfactory results ; and other elec- 
tricians have applied the principle to the construction of magneto-electric 
machines, that excite torrents of electricity by the rapid rotation, close to 
the poles of a powerful permanent magnet, of a piece of soft iron sur- 
rounded by coils of covered copper wire. 

Fig. 71 represents a magneto-electric machine. A powerful compound 
permanent horse-shoe magnet a (composed of several thin plates of steel 
separately magnetised and bound together,) is fixed in a horizontal posi- 
tion. .The soft iron covered with copper wire c d, by the rotation of which 
•the electricity is induced, resembles a horse-shoe electro-magnet ; but in- 
stead of being a bent bar of soft iron, it is made of two short straight bars 
connected together by a cross-piece of soft iron. This form is adopted 
because it facilitates the winding of the numerous coils of wire, and is 
more convenient for the mechanical arrangements. When. YCLtfc\iS5syfc^ ^^sSva. 
are required to be produced, the iron of t^e iot«Aasi^^^QfeKi-\siSMg^^ «^r»- 
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the armahire, is of small diameter, and abont fifteen hnndred yanla of Teiy 
fine insulated wire are coiled round both limbs. When quantity effects an 
wanted, the armatuTe is made of iron of greater diameter, and the c<ri! 
consista of one-tenth the length of wire about the thickness of bell-wire. 
The armature is fixed on to a spindle attached to a small grooved whed 
that is worked by a band' over a larger wheel, by which meaos very rapid 
motion may be given to the armature. Wires, through which the induced 




electricity is conducted, are connected with each end of the coil of wire 
round the armature ; and as the latter revolves as closely as possible to, 

without actually touching, the poles of the magnet, alternate currents of 
negative and positive electricity are transmitted. Arrangements are made, 
either by projecting points dipping into mercury, or by springs pressing 
on interrupted collars of metal, for breaking the circuit of the wire coil 
the instant that the two ends of the armature come opposite the poles of 
the magnet ; by which means the rotating elecb'o-magnet becomes mag- 
netised and demagnetised twice in every revolution, and at each break in 
the circuit a current of induced electricity ia transmitted through the coiL 

When the armature with the long coil of fine wire is used, a succession 
of very severe shocks passes through the body on communication being 
made between the wires by grasping two conducting metal cylinders. 
The decomposition of water, and of all compound bodies that are decom- 
posable by voltaic electricity, may also be effected, and a rapid current 
of most brilliant sparks is emitted at the points when contact is broken. 
With the armature of thicker and shorter wire, the metals may be ignited, 
and all such effects can be produced as may be obtained from a volt^c 
combination of a few large-sized plates. The sparks, on breaking contact, 
are also brighter, bnt no shock is given by the quantity armature. 

In these esperiments, the parts of the copper with which contact is 
made and broken should be amalgamated with nitrate of mercury, or by 
applying a drop of nitric acid, and then rubbing over it a particle of mer- 
cury. Good contact is essential to the success of all esperimeuts in elec- 
tro-magnetism, and to ensure it, it is customary to employ mercury, and 
e the connecting pointa tb&t ^^ vatia \t. The liquid metal 
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in, however, apt to be thrown al>out, and it in attended with other ineon- 
veniencefi. When solid points of contact are employed thejr should con- 
sist of platinunL With the other metals, the ignition of small particles by 
the secondary current on making and breaking contact forms an oxide of 
the metal on the points, which, after a short time, interrupts the electric 
circuit; but platinum, being the most incorrodible of the metals, is not 
liable to have its surfkces oxidised. 

The quantity of electricity induced by magnetism is proportionate to 
the power of the magnets employed In a very large and powerful mag* 
neto^lectrical machine constructed by Mr, C^rke, the magnet baUery 
consists of 106 cast-steel bars, each four feet long, and when combined 
weighs \l)% pounds. With this machine, a cubic inch of gas from the de- 
composition of water b evolved in one minute and a hal^ the shocks are 
too powerful to be received without danger, and the sparks, when the 
quantity armature is used, are accompanied with a loud snapping noise 
like the discliarge of a Leyden jar. 

The induction of electricity by magnetism alone seems to open an 
exhaustless source for the supply of electric force without the trouble, the 
annoyance, and the cost of voltaic battcncs ; but hitherto it has not been 
of much avail* The labour of turning the wheel for the rapid rotation of 
the armatures, and the irregularity in the force consequent on irregularity 
of mechanical action, are serious drawbacks to the use of magneto-clectnc 
machines as the generators of electricity for experimental purposes. As 
an economical means of exciting electricity for electro-plating, it was at 
one time thought to promise gr^ advantage, A patent was obtained for 
the ap[>lication of magnetO'elcctricity to that purj^ose, and Messrs, Elking- 
ton constructed at their works in Birmingham a very large machine to be 
worked by steam-power ; but it was not &und to answer so well as voltaic 
electricity, in consequence of the want of continuity and steadiness in the 
electric current produced, l^iagneto-electricity has aUio been apt>lied by 
Mr. Henley to work a needle telegraph with very good effect, as will be 
subsequently noticed. 

As electro-magnets are hr more powerful than any combination of 
magnetic steel bars, th^ have been sometimes used instead of permanent 
magnets for the induction of magneto-electricity, and with good results ; 
but the employment of a voltaic battery to induce magnetism, which is 
afterwards to be applied to induce electricity, complicates the considera- 
tion of the action, and seems to render it doubtful whether the magnetism 
excites the electricity or the electricity excites the magnetism. This mu- 
tual transmutation of Uie two forces into one another proves, however, in 
the strongest possible manner, the intimate connexion, if not the identity, 
of electricity and magnetism. By some hitherto inscrutable modificationa 
of the same common force, it is developed at one moment exertiu]^ limited 
though energetic attractions on steel and iron alone ; at another it is ope- 
rating on compound substances of every kind, separating their elements 
from the most intimate combinations ; again, we see it emitting light that 
rivals the sun in brightness ; now it is carrying lif^tning-messages through 
hundreds of miles of wire, rather than force its way through a gossamer 
web; and yet again, we see the same force dealing destruction in its 
course, as it rends a passage through the air from. tVve qW&j^ Na ^d&ft «»i'^ 

The development of h^ bmg a cbaTaciensiie^^MfcuQflBGis^^ ^^^ ^^"^ 
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trie current, it was inferred that heat was also capable of developing 
electricity. The satisfactory proof of this inference is due to Professor 
Seebeck, of Berlin ; and though this interesting branch of electric science 
has yet made no imi)ortant progress, sufficient has been done to prore 
that heat, electricity and magnetism, are correlative forces. 

All that is necessary for the development of thermo-electricity is to 
heat any metallic body irregularly at its extremities. The thermo-electric 
relations of metals have not, as at present ascertained, any connexion 
with their relative voltaic or conducting properties. In the following 
series the combination of the metals at the two extremes produces the 
strongest electrical effects^ the effect of the intermediate metals in the 
series diminishing as they approach. Those at the top of the list, com- 
mencing with gal»na, are positive to all below. 



1. Galaena. 


6. Tin. 


12. Zinc. 


2. Bismuth. 


7. Lead. 


13. Iron. 


3. Mercury, 


8. Brass. 


14. Arsenic 


4. Platinum. 


9. Gold. 


15. Antimony, 


5. Manganese. 


10. Copper. 
• 11. Silver. 






The arrangement shewn in the annexed diagram represents a simple 
thermo-electric circuit that exhibits the phenomena in a very satisfactory 
manner. The rectangle B d represents a frame of metal ; the rectangular 
bar BCD being of bismuth, soldered at the corners B and D to a similar 

rectangular bar of antimony. A magnetic 
needle m is poised in the centre, and the 
whole is supported on an elevating stand. On 
applying heat to either of the corners b or D, 
the magnetic needle is immediately deflected, 
thus indicating that an electric current is 
passing through the bars. The quantity of 
electricity excited is, to a certain point, pro- 
portionate to the different degrees of tempera- 
ture communicated to different parts of the 
same metallic bar, and does not depend on the 
gg 72. absolute heat. Thus the application of ice will 

produce an electric current as well as the appli- 
cation of heat ; and by applying ice to one comer and the flame of a spirit- 
lamp to the other at the same time, the effect is greatly increased. 

The intensity of the thermo-electric current from a single circuit is 
extremely feeble, and is altogether impeded even by a short length of 
fine wire ; but it may be greatly increased by multiplying the series, as in 
the voltaic pile. With a series of very short and thin bars of bismuth 
and antimony, having their alternate ends soldered together, and insulated 
from each other by pieces of thick paper, a very delicate thermometer may 
be constructed, which indicates, by the deflection of the galvanometer 
needle, variations of temperature much too minute to be appreciated by 
jmy other indicator of heat. 

By multiplication of the series sparks have been produced, and electro- 
magnetic effects have been obtained. A vivid spark was elicited by Che- 
valier Antinori of Florence, on breaking contact ; and Professor Wheat- 
akme succesafully repeated the expenment. Ba \]k&^d. «i \Sck&Tm.Q-battery of 
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thirty pairs of bismuth and antimony, packed into a cylindrical bmidle 
1 '2 inch long and three-quarters of an inch in diameter, with a coil of in- 
sulated copper ribbon 50 feet long and 1^ inch broad. Mr. Watkins, by 
using a thermo-electric battery of thirty pairs, each plate being 1*5 inch 
square and 0*33 inch thick, and heating one end of the arrangement with 
a hot iron, whilst the other was kept cool with ice, succeeded in exciting 
an electro-magnet to such an extent as to support a weight of ninety- 
eight pounds,* 

M. Mellori and Professor Forbes have made valuable use of thermo- 
electricity in their researches into the nature of heat, as it affords the most 
delicate means of detecting variations of temperature. The apparatus of 
Professor Forbes is represented in fig. 73. The thermo-electric battery 
A, mounted on its' stand, con- 
sists of thirty-six alternations 
of bismuth and antimony in 
very short and thin bars, con- 
nected at their ends, but insu- 
lated laterally by paper. The 
terminal elements of the bat- 
tery are produced at c, to which 
thick copper wires connected 
with the galvanometer G are 
attached. In his experiments 
the deflections of the needle 
were examined through a mag- 
nifying instrument, so that the 
least movement might be ob- 
served. The instrument is so sensitive in its indications that the approach 
of the hand towards the end of the battery produces a deflection of several 
degrees. 

Another source of electricity — ^the last we have to notice— is derived 
from the organisation of living animals. There are several fishes which 
possess the power of giving electrical shocks ; but those best known in 
this country are the torpedo and the gymnotus. The former is found in 
the Mediterranean, and along the shores of France and the south of Eng- 
land. It is a species of ray. The electrical organs lie on each side of the 
head, and consist of a great number of hexagonal prisms, with their bases 
to one side of the fish and their apices to the otiier. Upwards of one 
thousand of these prisms have been counted in a single organ. The 
power of communicating shocks depends entirely on the nerves of the fish, 
for its heart may be taken out without diminishing the effect ; but the 
instant that the nerves are divided the electrical power is lost. The back 
and the belly are in opposite states of electricity, that of the back being 
positive, and that of the belly negative ; and to receive a shock it is neces- 
sary to make a communication between them. 

The accompanying figure shews the fish with part of the skin turned 
over, so as to expose the right electric organ, which presents the appear- 
ance of a honeycomb. The mouth is shewn at d ; the ten bronchial 




fig. 73. 



Dr. Golding Bird's l^aluraXTYnlovo^Vl. 
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apertures at ««;//* the outer mai^n of the great lateral fin, gg two 
smaller fins, and A the tail fin 




The electrical propertiea of the gymaotus, or electrical eel, are better 
known than those of the torpedo, because some living specimens exhibited 
in London, first in the Adelaide Gallery and now at the Polytechnic In- 
stitution, have enabled Faraday and other electricians to make experimenifi 
with the electricity evolved. The electrical organs are arranged from the 
head of the iish to the tail on each side of the spine, like a voltaic bat- 
tery; the end near the head being positive, and the tail negative. The 
whole power of this living battery ia exerted when connexion is made 
between the bead and the tail ; and if the communication be made between 
any intermediate parts, the effect is diminished in the eame degree aa in a 
voltaic batterj' under similar circumstances. On putting small live fish 
into the water with the gymnotua, the latter forma iteelf into a circle 
enclosing the fish, and sends a charge through the water, which instantly 
Btuns ita prey. When the hand ia held in the water whilst the charge ia 
transmitted, a shock is felt, though not so strong as when the gymnotua is 
touched at its two extremities. 




Fig. 75 represents a gynmotus with the electrical organs laid bare, the 
skin being turned over on each side. Flat portions and cross divisions 
appear in parallel lines nearly in the direction of the axis of the body. 
They consist of thin membranea nearly parallel to each other ; their 
breadth about the aemi-diameter of the body, but of different lengths. In 
the figure, a represents the head ; 6 the cavity of the body; t2t2 the ventral 
Bb; ee Qie skin turned back ; // the external muscles of the fin ; ^ ^ the 
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Urge electricnl organ ; khthe emoller organ. Fig. 76 presents two views 
of tte entire fisb. 




In a series of experiments with the gymnotus, Farftday clearly esta- 
blished the identity of its peculiar power with that of voltaic electricity of 
great intensity. It produces a succession of shocks at short intervals ; it 
effects electro -chemical decomposition, evolves heat, emits sparks, affects 
the galvanometer, and renders iron magnetic. An attempt was made to 
estimate the power of the apparatus, and though the experiments were 
not very satisfactory, Faraday was led to conclude that a single medium 
diBcharge of the gymnotus is at least equal to a Leyden battery of fifteen 
jars containing 350Q square inches of glass, coated on both sides and 
highly charged. 

The electrical eel experimented with was forty inches Isug, but it is 
found in the rivers and lakes of Venezuela six feet in length. Horses 
that venture into the pools where the gymnotua abounds are stunned by 
their shocks and often drowned. Humboldt mentions that on one occa- 
sion be witnessed about thirty horses and mules driven into a pool oc- 
cupied by numbers of gymnoti, which glided under the bellies of the 
animals and discharged through them most violent and repeated shocks. 
The horses, convulsed and terrified, their manes erect, and their eyea 
staring with paiu and anguish, made unavailing struggles to escape. 
The electrical energy of the eels, however, became exhausted In less than 
a quarter of an hour, and those horses that had contrived to keep above 
water during the attack recovered. 

The power of developing electricity appears to be limited to about 
eight genera of the known fishes. Frogs and some other animals of low 
organisation are peculiarly sensitive to the influence of electricity, but it 
is very questionable whether they possess any voluntary power of its de- 
velopment. The experiment of the convulsion of the limb of a dead frog 
by making a communication between a muscle of the leg and a dstti^., 
which has been adddbed as a proof of the cleiSirvtat.^ ol Itq^.'vj. i&ja%^5i3SR 
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distinct from that control of the electrical power which is exercised bj the 
torpedo and gymnotus. 

That there exists some intimate connexion between nervous influence 
and electricity there is little doubt Many attempts have been made, and 
with some success, to prove that the human body generates electricity; 
and we have heard it publicly asserted, and maintained by ingenious 
arguments, that the lungs are galvanic batteries which are constantly 
generatiug vast supplies of the electric fluid, which are conveyed by the 
nerves to the brain, and thence distributed to the whole nervous system 
to stimulate the vital functions. Dr. Golding Bird afiBrms, that ^' it is 
quite indisputable that the human body is always in an electric state, but 
of the feeblest tension, never exceeding that evolved by the contact of a 
plate of zinc with a plate of copper. It increases with the irritability of 
the person, and appears to be greater in the evening than in the morning, 
and disappearing altogether in very cold weather." * It appears to be also 
certain that electricity exerts an influence on the germination of seeds, 
though the experiments hitherto made on this subject have led to no satis- 
factory results. 

From the mysterious connexion which h known to subsist between 
electricity and the nervous system, it is but a step to attribute the in- 
fluence of the imagination, and of other affections of the mind, to electrical 
causes. On this supposition is founded the belief in mesmerism ; which 
assumes that an invisible electric fluid may be emitted by the power of 
will from the finger-ends of the operator, and be transfused into the 
system of the patient. It is not our intention to enter that debatable 
ground ; we allude to the subject only as it is one of the most notable 
forms in which the prevailing opinion of the influence of an electric fluid 
on the vital functions has clothed itself. It is a deeply-interesting question, 
however, which still remains to be proved, whether the same force which, 
diflerently modified, produces electricity, magnetism, and heat, is also to 
be identified with the immediate stimulus of vitality. 



CHAPTER XVII. 

ECONOMICAL APPARATUS. 

Simple form of apparatus for frictional electricity — Directions for constructing Electri- 
cal Machines — Leyden Jars and Batteries — Electrometers — Electrophorus — Uni- 
versal Discharger — Voltaic Batteries — Electro-Magnets — Galvanometers — Obser- 
vations on exciting liquids for Voltaic Batteries. 

There are many students strongly inclined to explore the attraetiye regions 
of electric science, whose researches might add greatly to the stock of 
knowledge, and tend to the elucidation of the mysteries in which the rela- 
tions of electricity to other forces and to the vital principle are shrouded ; but 
they are deterred from advancing by the cost of the necessary apparatus. 
We propose, therefore, to assist in removing this obstacle by giving hints 

* Elements of Natural Philosophy, p. 307. 
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for the construction of apparatus which anj one possessed of a certain 
degree of mechanical skill can put together himself. 

Every thing that is absolutely necessaiy for exhibiting the phenomena 
of frictional electncity may be provided at the cost of a few shillings^ 
when no great amount of electrical force is required. The author, when 
a boy, made and experimented with an apparatus of the very simplest kind. 
His first exciter of electricity was a long bottle of the same shape as those 
in which eau-de-Cologne is contained, but wider and larger. An old piece 
of black silk, on which a little cmrwm muswwm was spread, served for the 
rubber; and with this bottle, after it had been well dried before the fire, an 
energetic excitement of positive electricity was obtained by holding it in 
one hand and rubbing it briskly with the other. For exciting negative 
electricity a large stick of sealing-wax was used. With the glass electric 
a Leyden jar, consisting of a large glass tumbler coated inside and out with 
tin-foil to within an inch of the rim, was fully charged in a quarter of a 
minute. The discharging-rod was a piece of bent wire ; and an insulated 
stand was formed of a piece of board mounted on a small phial cemented 
to the wood with sealing-wax. An electrical machine was afterwards made 
of equally simple materials. The cylinder was a large phial, into the hol- 
IowckI bottom of which was cemented an axis, shaped with a knife to fit 
into the hollow at one end, and rounded at the other like a spindle. A 
rudely-constructed handle was cemented into the neck of the phial, and it 
was mounted upon two wooden supports fixed into a flat board to serve 
as the base. The prime conductor was part of the handle of a hair- 
broom, rounded of! at each end and covered with tin-foil. It was mounted 
on a long narrow phial for its insulating support, and pins were stuck into 
the wood to collect the electricity. The cushion was supported on a wooden 
prop, and pressed against the bottom of the small cylinder. With this ma- 
chine, sparks two inches long could be obtained, and it could fully charge 
the tumbler Leyden jar with about twenty turns of the handle. 

With an apparatus so rude and costless in its construction, many of 
the most remarkable phenomena of electricity could be exhibited ; but its 
diminutive size and rough appearance were scarcely suited for the labo- 
ratory of an adult experimental philosopher : we notice it merely to shew 
at what little expense electrical phenomena may be exemplified. We shall 
now describe a means of providing an apparatus of a better kind, suitable 
for all experiments with frictional electricity. 

A length of stout glass tube, two feet long and an inch and a half in 
diameter, which may be purchased at a barometer-maker's for one shilling, 
serves as an excellent means of exciting electricity by manual friction. It 
should be varnished inside to prevent the moisture of the atmosphere from 
condensing and adhering to the glass, and it should be closed at each end 
with corks. Aurum muaimmi ^sulphuret of tin), a small quantity of which 
may be purchased at an operative chemist's, serves even better than amal- 
gam to stimulate the excitement of electricity by alternating friction. 

The glass cylinders for electrical machines may now be purchased of 
various sizes from the philosophical glass-vendors. One of these, six 
inches in diameter, fitted into a frame consisting of a wooden base and 
two uprights made of baked wood, will answer for most purposes very welL 
The prime conductor may also be of wood, covered with tin-foil ; its bM».- 
lating support being a glass tube about nmQmc\i^VycL^,Nvrcbs^^^ '^xsa^ 
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or pieces of brass wire sharpened at both ends, may be stuck into the 
wood to collect the electricity from the excited cylinder. The cushion, 
with its flap of silk attached, may be supported on an upright of well- 
baked wood firmly fixed into the wooden base, which will press against 
the side of the cylinder by the springy nature of the wood. A handle may 
be purchased to cement into the neck of the cylinder, it being of not mudi 
consequence whether it be insulated or not. 

Ley den jars may be easily made by coating glass jars with tin-foil in- 
side and out, the foil being made to adhere by a thin layer of paste. A 
thick brass wire, to serve for the connexion with the inside coating, 
should be supported in a firm position in the centre of the jar by a large 
cork, and a piece of thin wire must be attached to the bottom to make 
connexion with the inside coating. The object of having thick wire is to * 
prevent the dissipation of electricity, which takes place from points and 
small surfaces. The end of the wire outside should, for the same reason, 
be covered with a hollow brass ball. Such balls, with screw-holes for the 
wires, may be obtained at the philosophical-instrument makers' for three 
pence each. 

In forming a battery of Leyden jars, they should be fitted into a box 
about half their height, with partitions inside to prevent the jars from 
being broken by collisions ; and the bottom of the box should be lined 
with tin-foil, to form a metallic connexion between the outside coatings. 
All the wires or knobs connected with the insides of the jars should 
also be joined together by wire. A battery of six quart jars, sufficient to 
deflagrate small strips of metal leaf, may thus be constructed at a cost of 
fourteen shillings. 

An electrometer presents little difficulty. Four inches of glass tube 
two inches in diameter may be cemented on to a wooden stand, having 
first pasted two narrow strips of tin-foil one inch and a half long opposite 
to each other inside on the lower part of the tube. The strips of tin-foil 
should be connected together, and have also a metallic connexion outside 
the stand. A cork covered with tin-foil may be fitted into the top of the 
tube, instead of a metal cover, allowing a small piece of foil to project in 
the centre inside for the convenient attachment of two strips of gold-leaf. 
The gold-leaves should reach so far down as to be rather below the strips 
of foil on the side of the tube, taking care. In pasting them to the cover, 
that the metallic connexion is not obstructed by the paste or gum. 

In making an electrophorus, recourse may again be had to wood 
covered with tin-foil, as a substitute for solid metal. Paste a disc of tin- 
foil nine inches in diameter on a flat board, and over the foil fix a disc of 
the same size of thick sheet gutta-percha, or pour over it some melted 
resinous cement, made as flat as possible. The conducting insulated plate 
may consist of a flat circular piece of wood, smaller than the cake of 
cement ; the surface being covered with tin-foil, and having attached to 
the centre of its upper surface a piece of glass tube to serve for the in- 
sulating handle. 

An universal discharger, insulating stands, and stools may be made by 
using short lengths of strong glass tube for the insulating supports. Gutta 
percha will be found a very convenient substance for many smaller parts 
of apparatus, as it may be easily moulded into form by immersing it in 
hot water, and no known substance is so good an insulator. By adopting 
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the plan thus sketched out, any person, with a little ingenuity and me- 
chanical skill, may put together a very complete and sufficiently powerful 
apparatus for general experiments with frictional electricity, at a cost of 
less than two pounds. 

Experiments with voltaic electricity, if continued, are more costly, be- 
cause, in addition to the original expense of the apparatus, there is the 
constant consumption of the exciting materials. For those experiments, 
however^ which do not require a numerous and powerful combination 
of plates, voltaic apparatus may be made at even less cost than that for 
frictionid electricity. Zinc plates may be obtained at the metal-ware- 
houses of various degrees of thickness, and cut into any size required, at 
the rate of fivepence the pound. It is not desirable to have the plates 
less than the eighth of an inch thick. They may be readily amalgamated 
by dipping them for a few seconds into diluted sulphuric acid, to clean 
the surfaces, and then sprinkling over them some globules of mercury, 
which may be rubbed on the zinc with the end of a cork. 

The only part of the manipulation in making voltaic batteries that is 
attended with any difficulty, is the soldering of the metallic connexions. 
The method of doing it is, however, soon acquired, and with a brazier's 
small soldering-iron, a little soft solder, and some muriatic acid, the cop- 
per connexions and the binding screws may be soldered on to zinc plates 
without much trouble. A voltaic arrangement, consisting of two pairs of 
zinc and copper plates six inches square, may be fitted up in earthenware 
cells for four shillings. Such voltaic battery will ignite fine metal wires, 
decompose water and most other compound substances, powerfully excite 
electro-magnets, deposit metals from their solutions in the processes of 
electrotjrping and electroplating, and, by inducing secondary currents, give 
strong electric shocks. 

The large flat earthenware cells cost one shilling each ; therefore it is 
most economical, when many combinations are required, to divide a long 
water-tight wooden trough into compartments by cementing into it square 
pieces of slate or thick glass, about an inch and a half apart. 

Electro-magnets are very readily made. Having obtained from a 
smith some pieces of best soft bar-iron, bent into the shape of the letter U, 
wind round each limb a quantity of covered copper wire, observing to twist 
it round each in the same direction and as evenly as possible, and the 
magnet is complete. The quantity and thickness of the wire depend on 
the kind of magnet that is required, as previously explained.* Covered 
copper wire of the size of thick bell-wire (No. 14), which is the kind 
generally used for primary magnetic coils, is sold for three shillings the 
pound. Thirty yards of such wire are sufficient to make a powerful horse- 
shoe magnet, with iron about half an inch in diameter and five inches 
long. The wire for inducing secondary currents should be wound upon 
the primary coil, but separated from it by a piece of silk ; and medical 
coil-machines for giving shocks by secondary currents require at least 
1000 yards of very fine covered wire. The finest silk-covered copper wire 
to be procured is as thin as a human hair. Its price is sixteen shillings 
the pound, and one pound of it contains 18,000 yards. Though wire of 
this extreme degree of tenuity is much used for secondary circiuts and for 
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highly sensitive galvanometers, it is questionable whefher a rather thicker 
wire, that will allow a greater quantity of electricity to pass, is not to 
be preferred. 

To construct a galvanometer in the easiest way, it will be advisable to 
purchase a common pocket-compass, which may be procured for two shil- 
lings. Fix on to the magnetic needle a very thin strip of paper at right 
angles to it, to serve for the index. Twist across the compass-box a 
number of turns of fine wire, so that the coil wound round it may be 
about half an inch wide and about a quarter of an inch in thickness. The 
galvanometer thus formed should be fitted into a small box open at the 
top, to enable it to be placed steadily, and through the sides of the box let 
the wires from each end of the coil project. When used horizontally, the 
compass should be so adjusted that the coil and the needle may be parallel 
to each other ; therefore both will then be in the magnetic meridian, the 
needle being concealed by the coil. When the two ends are connected 
with any source of voltaic electricity, so that the current may pass through 
the coil, the needle will be immediately deflected, and the paper index will 
shew the direction and the amount of the deflexion. Simple galvano- 
meters of this construction were employed by Dr. 0*Shaughnessy on the 
first telegraphic hues in India, and they were found very efficient instru- 
ments at a distance of several hundreds of miles. 

The exciting liquid for voltaic batteries most generally used is sul- 
phuric acid, diluted with water in various proportions. When the zinc 
plates are well amalgamated, one measure of acid may be diluted with ten 
of water ; but when the plates become worn a weaker solution is desirable. 
By this dilution local action is avoided, and the effect is equally powerful ; 
because the zinc when worn exposes a larger surface, and is more easily 
attacked by the acid. When powerful action is not necessary, it is better 
to employ a much more diluted acid, in the proportion even of one to forty. 
Sulphuric acid, when purchased by the pound, is very cheap. A large stop- 
pered glass bottle, containing ten pounds, may be bought for half-a-crown. 
Solutions of alum and of salt are good exciters when energetic action is not 
required. Sulphate of copper is also a good exciter of voltaic electricity ; 
but when used, the zinc should be placed in a separate porous cell, con- 
taining diluted acid or a saline solution ; otherwise metallic copper deposits 
on the zinc, when immersed in the sulphate, and produces counteraction. 

The preceding remarks on the construction of economical apparatus, 
though not perhaps sufiicient as explicit directions, will serve at least as 
hints to those who desire to exercise their ingenuity or to save expense. 
When neither motive operates, the student may supply himself with better 
apparatus than he can hope to make from any of the manufacturers of 
philosophical instruments. 
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CHAPTER XVIII. 

ELEOTBIC TELEGBAPHS — UEAKS OF COHHUmCATINO. 

• 

Tint attempts to transmit messages by electricity — Conducting power of the earth—* 
Opinions respecting the cause — Resistance of long wires to transmission — Voltaic 
currents — Modes of making electric communications — Difficulties of insulation— 
Defects of the present system — Submarine telegraphs— New plan proposed — Pro- 
spect of telegraphic communication with America. 

The practical application of electric force to the requirements of civilised 
life can scarcely be dated beyond fifteen years from the present time ; yet 
within that short period the power of electricity has been applied, with 
more or less success, to a vast variety of purposes. The transmission of 
lightning messages, the working of machinery, the chronicling of time, the 
lighting of streets, the manufacturing of metal utensib, gilding and platings 
Bven sounding the depths of the sea, and the detection of the midnight 
burglar, are among the many varied uses to which electricity has been 
directed. 

The rapid transmission of electric discharges through extended lengths 
of wire suggested, at a very early period of the history of electricity, the 
idea of its applicability to telegraphic purposes. The first plan for trans- 
mitting messages by that means of which there is any record, was that of 
M. Lesarge, of Geneva, in 1774. The signab were made by pith-ball elec- 
trometers, placed on insulated wires extended between the places with 
which communication was to be established. The discharge of a (leyden 
jar, on being sent through the wire at one end, caused the pith balls to 
expand on the other. There were as many insulated wires as letters of the 
alphabet, each one serving to indicate a separate letter; and, as the electric 
discharge was sent successively through the wires, by noticing those on 
which the pith balls expanded, the words to be transmitted were spelt. 

Thus we perceive that at least seventy years before any electric tele- 
graph was in practical operation, a plan for establishing such means of com- 
munication had been pointed out. Several other modes of making commu- 
nications by frictional electricity were invented, which will be noticed in the 
next chapter ; but most of them, like that of Lesarge, required a separate 
wire for indicating each letter. The discovery of voltaic electricity, and 
still more that of electro-magnetism, greatly added to the facility of trans- 
mitting signals ; nevertheless twenty-six wires, one for each letter^ ^^3t^ 
generally considered requisite ; and the di£&c;\\\tj oi iQ»TID^a^^ vgl VsL^^Q^^si^^^ 
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wire connexion through which the voltaic current may be transmitted 
without loss of power, is still the great difficulty in telegraphic communi- 
cation, even when two wires only are employed for each instrument. 

Before we describe the various modes that have been invented for 
transmitting electric messages, it is desirable that we should explain the 
means of making communication, and shew how the difficulties to be en- 
countered may be overcome. 

The experiments undertaken in 1747 by Dr. Watson and other Fellows 
of the Royal Society, at Shooter's Hill, on the conduction of electricity 
through wires supported on short posts, not only proved that at a distance 
of two miles the charge passed instantaneously, but also that the return 
circuit, of equal length, could be transmitted through the dry ground. In 
those experiments frictional electricity was employed, the discharge of a 
Leyden jar having been sent through the circuit. The force of volt^c elec- 
tricity is comparatively so feeble, that scarcely any sensible current would 
pass through ground as dry as that purposely selected for its dryness in 
Dr. Watson's experiments ; but when plates connected with the two poles 
of a voltaic battery are buried in moist earth, the conduction is so perfect, 
that at a distance of several hundreds of miles no appreciable quantity of 
voltaic electricity is obstructed by resistance. The honour of the discovery 
of the conducting power of the earth has been claimed in recent times^ 
though the fact was established by experiment before the close of the last 
century. 

The " earth-circuit,'' as it is called, is now made use of in ail telegn^hie 
communications, and is of great practical utility, not only because it Snor 
nishes the resistance to the electric current, but it effects also a oonsid^* 
able saving of expense. If wire communication alone were depended npon^ 
it would be necessary to have one wire to conduct the current, and another 
to convey it back to the battery ; but by introducing large copper platea 
into the earth at the corresponding stations, the return circuit is completed 
through the moist ground, and one wire is saved. This saving of wire, 
which in the case of a single circuit amounts to one-half, is not proper* 
tionally great when several circuits are employed ; for a single wire will 
serve for the return circuits of any number that may be used, in the same 
manner as the earth. 

The annexed diagram will explain more clearly the action of the earth* 
circuit. The letters a b represent the wires making communicationB he^ 





fig. 77. 



tvreen the batteries d and e, and the telegraphic instruments i o, at the 
receiving station. The electricity from the copper end of the battery D 
Mamld. be eondoctod along ▲ through the instnupent i, by the wire k tp 
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ihe eartb-plate h. It would be then transmitted through the earth, on 
its return to the battery, in the direction of the arrows, to the other earth- 
plate G, and thence it would find its way to the zinc pole of the battery 
B, and complete the circuit. In the same manner the electric current 
from the copper end of the battery e would be transmitted through the 
wire B, and would complete its circuit also by means of the earth-plate H^^ 
and would traverse the course indicated by the arrows, and return to the 
zinc end of e. Though both electric currents traverse the same wire, from 
the instruments i o to the earth -plate h, and are thence transmitted 
through the earth to a single plate 6 at the transmitting station, there is 
no mingling of currents, the electric current of each battery being kept as 
distinct as if separate wires were used both for the transmitted and the 
return current It would, indeed, be as impossible for the separate currents 
transmitted from the two batteries to be mingled together, as it would be 
for the written contents of two letters enclosed in the same mail-bag to inter- 
mix. The entire separation of the two currents, when transmitted througli 
the earth, also takes place when a single wire only is used for the returning 
portion of the circuit. Suppose, for instance, the plates h and o, in- 
stead of being buried in the earth, were directly connected by an insa- 
lated wire, the current from each battery would be equally separate ; but 
the resistance offered by the wire being very much greater than that of 
the earth, not nearly so much of the power of the battery would be trans- 
mitted. 

Pure water is estimated to offer three million times the resistance of 
copper to the passage of an electric current. It seems, therefore, an 
anomalous fact, that the moisture of the earth should conduct electricity 
between two distant points so very much better than metal wires. The fact 
is, indeed, so contradictory to the known relative proportions of the conduct- 
ing powers of water and metals, that attempts have been made to explain 
the phenomenon by assigning other causes than mere conduction. It has 
been assumed that the earth is a vast reservoir of electricity,* and that the 
positive current from the battery e, when it enters that reservoir, is at 
once transferred by some process different from that of conduction to the 
corresponding plate. 

This opinion has received countenance in quarters that have given it 
more importance than it would otherwise seem to deserve, especially when 
it is well known that an imperfect conductor can compensate for its defec- 
tive state of conduction by increase of volume. Take, for instance, tibe 
two metals copper and iron. Iron offers seven times the resistance of cop- 
per to the passage of an electric current ; but by proportionally increasing 
the size of the iron wire, a current of electricity will be transmitted 
through it as readily as through the better conducting metaL In the same 
manner, by bringing into conducting action a large body of interposed 
moist earth, the electricity, which would not pass through a small quantity, 
is transmitted without any apparent resistance when a large sectional area 
is included between the plates buried in the ground. 

Professor Matteuchi has made numerous experiments with a view to 
ascertain the amount of resistance offered by the earth to an electric cur- 
rent, and the mode by which the transfer is effected, the result of which 
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is decidedly in favour of the opinion that the transmissioii is prodaoed 
•directly by means of conduction only. ** If/* as he observes^ " the effect 
was caused by immediate absorption and reproduction, a mere contact 
with the earth would be sufficient ; but it is essential that the plates buried 
in the ground should present a large surface, without whidb there is a 
comparatively small quantity of electricity transmitted." The Electric 
Telegraph Compaoy generally bury a quantity of sulphate of copper with 
the earth-plates, so as to surround them with a good liquid conductor, 
which serves, practically, to increase the conducting surfaces that connect 
the poles of the battery with the earth. 

The resistance of a wire to the passage of an electric current increases 
with its length, but not in direct proportion. In experiments by Professor 
Morse, of the United States, when using a battery of 100 pairs of plates, 
it was found that when the current was transmitted through one mile, one- 
third of the battery power was lost ; at a distance of two miles, one-half 
the power was transmitted ; and at a distance of five miles, only one-fifth 
the quantity of water could be decomposed in the voltameter, compared 
with the decomposing power of the battery when no length of wire at all 
was interposed. The resistance proceeded in a diminishing ratio until a 
distance was attained beyond which there appeared to be little further 
diminution of the power transmitted. The same result has been observed 
•in the telegraph lines in England. The diminution of the electric current 
by resistance of the wire is not much greater at a distance of 200 miles 
than it is at a distance of 100, provided the insulation be vory ^ood ; but 
if the insulation be imperfect, of course the loss of power wUl increase 
with the length of the circuit. 

The difficulty of effecting perfect insulation of the wires is the greatest 
impediment to the establishment of telegraphic communication. The 
wires are either supported on posts, or they are covered with gutta-percha, 
and laid in trenches underground. The former plan is generally adopted. 
The posts are about fourteen feet high, and cross arms of wood B D {^g. 

78), eighteen inches long, are fixed to 
them cross-wise, about ten inches apart 
At each end of the sh(»rt wooden arm balls 
>of eartlienware bb are attached, in the 
sides of which nicks are made to hold the 
wire ; and these globes are covered with a 
cap of galvanised iron, to protect them 
from the rain, and to prevent the deposi- 
tion of dew. The earthenware being an 
imperfect conductor of electricity, insulates 
the wires from the posts, and prevents the 
electrie current from passing down them 
to the earth in wet weather. Balls of 
glass are beginning to be used instead of 
earthenware, as that substance is a better 
insulator. Iron wire, one-sixth of an inch 
in diameter, and galvanised to prevent 
;.^. . n0.7B, corrosion^ is the kind used in the telegraph 

lines of this country. As many as tliir- 
teen of these wires are attaehed to the posts on the Nortb-Westem Bail- 
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tray, near London. Some of them extend to Liverpool and Manchester^ 
some to Glasgow, and some are connected with the intermediate towns. 

By placing wires forming short circuits in close proximity to those of 
long circuits, the difficulty of insulation on the longer circuits is consider- 
ably increased. Let d i represent a wire extending from London to Liver- 
pool, and EO one extending firom London to Birmingham, both sup- 
ported on the same posts within a few inches of each other. In a damp 




fig. 79. 

state of the atmosphere, when there is any defect in the insulation of the 
wires, the electricity in its course along d i will be continually passing to 
the wire EO, as shewn by the dotted lines; for it can by that means take 
a shorter return-circuit by passing to the earth-plate of o, and thus return 
by the plate, which is common to both wires, to the battery of d, instead 
of traversing the whole of the long circuit to i. In this manner it not 
unfrequently happens that so much of the electric current is diverted that 
ihe telegraph instruments cannot be worked. 

In the opinion of the author, the escape of electricity from the wire is 
greatly facilitated by the exposure of the wires in such close proximity to 
each other without any insulating coating. He brought this subject before 
the notice of the British Association for the Advancement of Science at 
the two last meetings at Ipswich and Belfast ; and in the papers read by 
him on those occasions he endeavoured to shew that the greater part of 
the loss of electricity in damp weather is owing to the communication 
from wire to wire through the moist atmosphere, and is not occasioned by 
defective insulation at the posts. In this opinion several telegraphic engi-- 
neers now agree ; and to secure perfect insulation, not affected by rain or 
fog, it would be necessary to varnish or otherwise insulate the surfaces of 
the wires. 

It is the opinion of many electricians that the low intensity of voltaic 
electricity effectually prevents it from passing from wire to wire, even 
through an atmosphere of fog. This opinion is, however, opposed to sound 
reasoning on well-established facts ; and though on the small scale in 
which experiments can be conducted in a laboratory, no appreciable quan- 
tity of voltaic electricity will pass through the air, such limited means of 
observation are not to be depended on when the surfaces exposed are vfery 
great. Each iron wire from London to Liverpool exposes a surface of not 
less than 45,000 square feet ; and between several surfaces of that extent, 
only six inches apart, there can be little question that a large quantity of 
the electric power must be transferred and lost when the air is charged 
with moisture. 
► The wires on the telegraph lines in lu^ wc^ ^QclvSkat^ wA '^^'^ ^=^ 
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placed at a greater elevfttion than in this country. The atroDger Trires 
were found to be necessftry to enable them to support the large birds and 
tlie mo&kejB that perched and congregated upon tliem ; and greater height 
iraa required to allow loaded elephants to pass underneath. Dr. O'Sbao^- 
neaay, the superintendent of the East India Company'B liuea, has also 
introdnced the plan of making the posts stronger aa well aa hi^ier, by 
which means they may be placed at greater distances apart; not van 
than eight posts being required in a mile. In this country it has been 
customary to consider the protiection of a railway essentia) to the esta- 
blishment of tel^;raph lines. The protection, however, that a railway 
affords is more im^^ary than real; and in India the completion of a 
system of telegraphic communication over 2000 miles of country will pre- 
cede the cousbiiction of railways. 

When the atmosphere is in an electrical condition, the telegraphic 
insfanmieutfl are often disturbed, though no current is transmitted along 
the wires &om the batteries ; and during thunder-storms the wire coils 
have beeu destroyed by lightning. ~ To prevent this disturbance by atmo- 
spheric electricity, lightning-conductors are attached to the poste at certun 
dutances. 

In the undergroimd plan of laying ilown telegraphic lines, the ct^tper 
wires are covered with gutta-percha, and are tben laid in trenches two feet 
deep. This plan is found more expensive than the suspension of wirea on 
poets, and it has not, until recently, been adopted in this country, except- 
ing under special circumstancea, such as coimecting the wir^ with the 
tel^raph stations in towns by passing under the streets. In those cases 
it is usual to protect the wires by enclosing them in icon tubes. In 
Prussia the undei^ound system waa at first generally adopted ; but it is 
giving way to the suspension on posts, as the gutta-percha coating was 
attacked by vermin when not enclosed in tubes. A sueeesaful under- 
ground line has been recently laid down along the common road from 
London to Dover, in connexion with the submarine telegraph to Calais, 
which may perhaps be the means of introducing that method more exten- 
sively into the telegraph system of England. 

The plan that has been found most successful for submarine tel^rapha 
is to enclose several copper wirea, coated separately with gutta-pen^ia, 
within a hollow wire cable, of which the insulated wires form &e core. 
Gablea of this kind, resting on the bed of the English Channel and of the 
German Ocean, now serve to transmit messages between England and the 
Continent, and answer the purpose remarkably well. 

Fig. 80 shews the mode of enclosing the wires in their outer casing of 




The protruding end c exhiUtfl the co^^ wirea covered with gutta- 
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peroha, and twisted spirally ; b is a oovering of hempen twinei io form 
the core; a the cable of iron wire^ and the other end shews a section of 
the whole. 

The principal objection to that system is its cost. The cable from 
Dover to Calais, with four thin copper wires enclosed, cost^ we understand, 
20,000^ 

Copper wire is used for submarine telegraphs, because copper is a 
much better conductor of electricity than iron; and as a thinner wire 
answers the purpose of conduction, it may be more easily iusulatedi and 
forms a snialler core for the external cable. This mode of forming sub- 
marine telegraphs is, however, in the author's opinion, open to many 
objections. All the failures that have occurred in endeavouring to establish 
submarine telegraphic communication have arisen from the breaking of the 
wires. The experimental wire across the English Channel broke shortly 
after the first signal was transmitted ; it was the same with that from 
Holyhead to Dublin, though protected by a thick wire covering; and the 
first wire from Donaghadee to Port Patrick was cut in two by mistake. 
It seems highly objectionable, therefore, to continue the use of thin copper 
wire under circumstances which experience has shewn require additional 
strength. The rejection of thick iron wire, on the ground that it is more 
^difficult to insulate than thin copper of equal conducting power, seems 
to be not well founded. As iron conducts electricity with less facility 
than copper, any defect in the insulating coating will have a less injurious 
effect than if an equal or a much smaller surface of copper was exposed; 
therefore, the difficulty of insulation would not be increased by the use of 
the stronger and less perfectly-conducting metal. The cable, it is true, 
would be thicker; but its strength would be increased in a very much 
{greater proportion, and there would be much less danger of failure. 

In forming a submarine telegraph it would be desirable not to employ 
many wires, which increase the difficulty of insulation, but to rely rather 
on increasing the rapidity of transmission by the use of superior instru- 
ments. The actual number of public messages transmitted by the Electric 
Telegraph Company between all parts of England and Scotland in the 
half-year ending in July 1852, amounted to 85,915 ; and that number might 
be transmitted through a single wire if the most rapid instruments were 
employed. 

Having succeeded in connecting England with the continent of Europe 
by submarine telegraph, so as to transmit intelligence instantaneously from 
London to Brussels and Paris, the problem that remains to be solved is, 
to effect similar communications with America, the East Indies, and Aus- 
tralia. It has, even at present, almost resolved itself into a question of 
money. Such a cable as that which now connects France with England 
might, by proper arrangements and the aid of a number of steam-ships, 
•be stretched across the Atlantic. The cost of the cable, with the ex- 
pense of laying it down from the western coast of Ireland to New 
Brunswick, would not amount to one million pounds sterling ; and for the 
accomplishment of a great national object, so important to commerce and 
to our colonial government, the expenditure of one million is scarcely 
worth consideration as an objection. But if the mode of eommumcation 
^hich we have indicated as most suitable for submarine telegraphs were 
adopted, the cost would not amount to TxeatVy i^o tccql^^ x^at ^wfeA^ *^fefe 
•dimciiJ^j of laying down the wire be ao great. 
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A single wire telegraph between England and America would, in the 
-first instance at least, be amply sufficient. A thick galvanised iron wire 
or rod, coated with gutta-percha, and that coating protected for some dis- 
tance by a covering of iron wire, might be constructed at a comparatively 
«mall cost, and would be much stronger and form a more efficient con^ 
ductor of electricity than a thin copper wire. Such a telegraph-wire 
might be laid down between the west of Ireland and America for less tJum 
100,000^. It should be remembered, also, that in the depths of the At- 
lantic, beyond the range of animal or vegetable life, and where no anchors 
ever reach, the telegraphic wire would be free from the dangers to which 
it is exposed in shallower seas. There is, indeed, no practical difficulty 
in extending a telegraph wire to America that may not be -easily sur^ 
mounted ; and with the almost certain prospect of instantaneous commor 
nication between the old and new world, for one-tenth the cost of build"- 
ing a bridge across the Thames, it cannot be long before that event is 
realised. 

The extent of telegraphic communication in Great Britain at the pre« 
sent time is about 3000 miles, in France 2000, Prussia 4000, Austria 
3000^ and in America not less than 15,000. 



CHAPTER XIX, 

BLECTEIC TELEGRAPHS — SIGNAL INSTRUMENTS. 

Piogresa of telegraphic invention — Instruments invented hy Lomond, Reizen, Soem* 
mering, Ronalds, Ampere, Schilling, Gauss, Steinhil, Alexander, Davy — Cooke and 
Wheatstone's needle telegraphs — Action of the needle telegraph — Rapidity of trans* 
mission — Henley's Magneto- Electric Telegraph— Breguet's Semaphore. 

The form of instrument first contrived hy Lesarge, in 1774, for transmit^ 
ting telegraphic messages has been already noticed. In 1787 M. Lomond 
so far simplified the means of telegraphic communications^ as to point out 
the way of transmitting signals with a single wire. He adopted Lesarge's 
plan of using a pith-ball electrometer ; and he indicated the letters of the 
alphabet by the numbers, and the variations in the duration, of the diver* 
gences of the balls. With this telegraph M. Lomond communicated be- 
tween difi*erent rooms in his house, the force employed being that of an 
electrical machine. 

Ten years afterwards a very ingenious application of electric light to 
telegraphic purposes was made by M. Beizen. He pasted on a pane of 
glass strips of tin-foil with spaces cut out in the form of letters of the 
alphabet, so that when an electric spark was transmitted through the con- 
voluted foil, the light at the interstices presented the form of the letter to 
be indicated. As a means of indicating the signals this mode was perfect, 
but it required a separate wire for each letter. Several other ingenious 
contrivances were invented on the continent for the transmission of signals 
by frictional electricity at the commencement of the present century, but 
^(me that deserve special notice in this summary. 

The Brat known applicataon of voltaic ekctcicity for the transmission^ 
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of Signals was that of M. Soemmering, in 1809, as announced to the Aca- 
demy of Sciences of Munich. The bubhles of gas arising from the de^ 
composition of water served to indicate the letters to he transmitted. 
Thirty-five gold wires were inserted through the bottom of a long narrow 
glass vessel, half filled with acidulated water. The circuit of the voltaic 
battery was passed through the water by connecting any two of the wires 
with die opposite poles of the battery. The instant that connexion was 
made and the circuit completed, bubbles of hydrogen gas rose from one 
of the wires, and of oxygen from the other. The hydrogen gas, being in 
the proportion of twice the volume of the oxygen gas, could be easily dis- 
tinguished. Every wire signified a letter of the alphabet, and that wire 
from which the hydrogen was successively evolved was the letter to be 
noticed. By this means a very efficient mode of signalling by electro-che« 
mical decomposition was arranged ; but the practical difficulty of requiring 
so many wires would, under even more favourable circumstances, have 
prevented its adoption. By a simple modification of the instrument, how* 
ever, it may be easily adapted to the transmission of all required signals 
with a single wire. If two gold wires only were inserted through the bot- 
tom of the glass vessel, the hydrogen gas might be made to issue from 
one or the other by reversing the poles of the battery, in the manner now 
done with the needle telegraph, as will be presently explained. By this 
means the issue of hydrogen gas from the right-hand wire might signify 
one letter, and from the left wire another. A repetition of the jets of 
gas, from either of the wires alternately, might signify other letters ; and 
thus the whole alphabet might be indicated by a single circuit, in the same 
manner, and almost with equal facility, as it is now done, by deflecting a 
magnetic needle to the right hand and to the left. To call attention when 
a message was to be transmitted, M. Soemmering proposed to liberate a 
wound-up alarum by means of the evolution of the gas. 

A modification of M. Soemmering's telegraph, by which all the signals 
might be transmitted with two voltaic circuits, was, indeed, proposed by 
M. Schwieger. By his plan the variations of the symbols were caused by 
employing two batteries of different powers, which consequently evolved 
different quantities of gas, and also by making varied intervals in the 
emissions of the gas from the gold wires. 

A very remarkable form of electric telegraph was invented by Mr. 
Bonalds in 1818, in which, however, he reverted to frictional electricity 
for the actuating agent. At each corresponding station he had a revolving 
dial carried round by the seconds-hand of a clock. On this dial the letters 
of the alphabet were marked, and they were seen in succession through a 
small aperture, near to which was suspended a pith-baU electrometer.' 
The two dials were made to revolve exactly together, so that when a letter 
appeared at one aperture the same letter appeared also at the aperture on 
the corresponding dial. The pith-balls were maintained in a diverging 
condition during the transmission of a message ; and the instant that the 
letter required to be indicated came in sight at the transmitting station^ 
the electricity sent through the communicating wire was discharged, and the 
collapse of the pith-balls directed the attention of the observer to it at the 
receiving station. In this manner communications could be transmitted 
with a single wire. The synchronous movement of the two clocks, to en- 
sure the same letters appearing at the same time ^t e^di^ m^XxNxsskK^^^^^s^ 
obtained by adjusting them by an electric BigaaWi^loT^ e«rf3cL \siR»»»5^« 
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Mr. Bonalds was y&j peraeYeriog in his attempts to perfect liis tele^ 
graph, and to bring int^ notice the advantages Jelectri^itjr as a means 
of telegraphic communication. He, at great expense, insulated eight miles 
of wire in glass tubes on the lawn of his house at Hammersmith, through 
which the telegraph was worked. He endeavoured to direct the attention 
of the government to the subject ; but he met rebuff instead of encourage, 
ment. The government officials told him that telegraphs are of no tdseitt 
time qfpecux, and that the semaphore answered all the required purposes I: 
It is in this manner that attempts at improvement are generally reo^ved 
by persons in authority. They will not give themselves the trouble ta 
investigate the merits of any invention, but wait imtil it has struggled 
through all difficulties, and forces itself on their notice. Of the veiy 
many useful inventions that are lost in the struggle which inventors have 
to make, little or nothing is known. In the case of Mr. Bonalds, finding 
his endeavours to be hopeless, he not long afterwards quitted England^ 
and took no further steps to improve a system then considered by the 
govemmient of so little value, but which is now, year by year, becoming 
of more and more importance as means of general communication. 

The discovery of electro-magnetism by Professor (Ersted presented a 
new means of transmitting signals by voltaic electricity ; and in 1820 M. 
Ampere laid before the Academy of Sciences a method which he had con- 
trived for sending messages by the deflection of magnetic needles sur* 
rounded by coils of wire ; his plan, however, required a separate wire for 
each symbol. 

The Baron de Schilling made a great practical improvement on €bgb 
plan of Amp^e. He first constructed, at St. Petersburgh, in 1832, a 
telegraph in which five magnetic needles were employed. By the single 
deflection of these five needles alternately to the right or to the left, t^n 
primary signals were obtained, without the necessity of two needles being 
used at the same time. The combination of a few such signals was made 
to express whole words or sentences. He also invented an alarum. The 
motion of one of the magnetic needles allowed a weight to fall, and sound 
sa alarm. Another of Baron Schilling's plans, of a later date, was to use 
only one magnetic needle; and by counting the deflections to the right or 
to tiie left, the letters of tiie alphabet were indicated.* 

Not long after the discovery of magneto-electricity by Professor Fara- 
day, Messrs. Gauss and Weber of Gottingen applied the inagneto-eleotric 
machine to the transmission of messages. They employed only a single 
needle to make all the symbols, and a telegraph operating on that prin<a«< 
pie was worked at Gk)ttingen for a distance of a mile and a quarter. 

Dr. Steinheil's telegraph, invented in 1837, presented great advanee- 
ment in the application of electricity to telegraphic purposes. It is spoken 
of by Mr. Highton as a perfect arrangement, and as one which " may well 
put to shame many of the plans afterwards patented in this kingdom." 
Dr. Steinheil could either transmit messages by sound or by making per- 
manent marks on paper. This telegraph consisted of a single circuit, half 
of it being galvanised wire, the other half the earth, and the stations be- 
tween which the telegraph worked were twelve miles apart. One or two 
magnetic needles were employed as required, and they were deflected by 

* The Electric Telegraph, by E. Highton. 
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magneto-electricity. When it was required to telegraph by sound, the 
needles struck a^tinst either of two bells differently toned. When the 
message was recorded, the needles were furnished with small tubes holding 
ink, and by their motions dots were made on paper properly moved in 
front of them by wound-up mechanism, one needle makmg dots in one 
line, and the other needle making dots in a line underneath the former. 
Not more than four dots were required to make any of the letters, and 
some were marked by a single dot. The mode of recording on paper the 
messages transmitted by this means will be rendered more intelligible by 
the annexed representation of the symbolical alphabet made by the pen- 
holding needles. 

ABDErGHCHSCEIKIiMlNGPR S TVTV Z 

fig. 81. 

Before the year 1837 scarcely any attempt besides that of Mr. Eonalds*s 
had been made in England to improye the electric telegraph ; but that 
year seems to mark the commencement of the direction of inventive genius 
to the subject in this country, which has since progressed most rapidly. 
In June 1837 the electric telegraphs of Mr. Alexander and of Mr. Davy 
were publicly exhibited in London. The former operated by removing 
screens from before letters of the alphabet The letters were painted on a 
frame, and were concealed from sight by small light screens attached to 
the magnetised needles, the deflection of whiob^ n^en the voltaic current 
passed through the coib, successively exposed iflie letters to view. Mr. 
Davy's telegraph was oonstmcted on ihe «ime principles, but the letters 
were painted on grouni fjlaas ffluminatod from ibehind, consequently the 
letters were more distinguMbable. &>th tiiese telegraphs required a sepa- 
rate voltaic circuit for each symbol. It is, indeed, curious to notice in 
the progress of telegraphic invention, that notwithstanding the impracti- 
cability of using a telegraph which required so great a number of wires, 
notwithstanding also that the mode of transmission by one or two wires had 
been often pointed out, how resolutely each inventor in succession adhered 
to the appropriation of a separate wire for every symbol to be transmitted. 

In 1837, Professor Wheatstone, who, in conjunction with Mr. Cooke, 
succeeded in establishing the first working electric telegraph, appeared in 
ihe field. The patent taken out by Messrs. Cooke and Wheatstone in 
1837 was for a needle telegraph, in which the symbols were made with 
five needles. In the following year the arrangement was simplified so far 
as to reduce the number of needles to two. That arrangement of the 
•double needle telegraph is the one that continues to be generally used in 
this country. 

It would occupy far too much space to give an account of all the modifi- 
<»tions and improvements in the modes of transmitting messages that have 
been since introduced. Upwards of fifty patents for electric telegraphs 
have been obtained in England since the first of Messrs. Cooke and 
Wheatstone-s, and numerous other similar inventions have been patented 
on the continent and in America ; but it will be sufficient to limit our no- 
tice to those that possess the most distinguishing ie&to^^. 
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The aeedle telegraph is aimply a delicate galvanometer constmcted of 
namerouB eoiU of the finest copper wire covered with silk. The magnet- 
ised needle is placed upright, the lower end being slightly heavier, to make 
it assume a perpendicular position when in its normal state. There aie 
two oblong coik of the fine wire connected together, between which Uie 
needle is poised. The object of employing two connected coila instead « 
a ungle one, is to allow the axis that carries the needle to pass between. 




The diagram exhibits a perspective view of a mounted needle h. 
The axis is supported within the coil i&,so as to allow the needle to 
vibrate with the least possible resistance from fi-iction. The needle h is 
fixed to the end of the axis, and is outside the coil, to serve as an index to 
denote the deflection of the needle. The poles of the outer needle are in a 
reversed position to those of the inner one, so that the magnetic action rf 
the coil, when the current passes, tends to deflect them both in the same 
direction and with increased force- The index is, howcTer, sometimes- 
made of a light strip of wood, but by that means some of the power of the 
coil is lost. When the voltaic current is sent through the coils the needle 
is instantly deflected either to the right or to the left, according to the di- 
rection in which the current passes ; the connexions with the copper and 
the zinc ends of the battery being so arranged that they may be reversed 
on moving the working handle either to the right or to the left. 

The arrangements of the instrument to reverse the directnons of tin 
voltaic current are rather complicated ; but the principle on which the)' 
depend will be readily understood by inspection of fig. 83. The letters S B 
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represent the conCimunicating wire, in which there is a break at the trans* 
mitting station. Close to this break is placed a movable piece b d, that 
slides laterally, and it is connected with the two poles cz of the voltaic 
battery. The upright wires at b dj each connected with the zinc pole Zj are 
insulated from the wire e, which is connected with the copper pole c. It 
will be evident, therefore, that if the piece to which these wires are attached 
be shifted towards the right, the wire e will touch the conmiuuicating wire 
at D, and b will touch B. By these contacts with the two ends of tiie com- 
municating wire, the circuit of the voltaic battery will be completed, and 
an electric current will be transmitted from c to D, in the direction of the 
arrow, to the earth-plate H, thence to the receiving station, and back again^ 
through the instrument i, to the 

zinc pole z. The lateral move- ^^ y ^9Tn ^ ^ 

ment of the wires connected with 
the battery to the left will, in the 
like manner, bring e, which is in 
connection with the copper pole, 
to E, and d of the zinc pole to D, 
and the current will then be sent 
in the opposite direction, viz. from — 
the copper pole of the battery to 
E, through the instrument i to 
the receiving station ; and it will Ag. gs. 

return by the earth-plate H to the 

zinc end of the battery. By rapidly changing the positions of the wires 
from side to side, the voltaic current may be thus reversed several times in 
one second ; and each reversal of the current will change the direction in 
which the needle is deflected. 

By the adoption of what is called a code of signals, the deflections of a 
single needle may be made to denote all the letters of the alphabet. The 
code at present in use in this country for a single needle-telegraph is shewn 
in the annexed diagram ; the number of deflections of the needle to the 
light and left being made to indicate the letters under which the marks are 
placed. The deflections of the symbols for each letter commence in the 
xlirection of the short marks, and end with the long ones. Thus it will be 
seen, that to indicate the letter d the needle is first deflected once to the 
right and then once to the left ; whilst two deflections, beginning with one 
to the left and ending with one to the rights signify the letter B. 
, It will be observed that all 

the symbols in the left division SI-A.B C iBCS'OIP 

.of the scale «>mmence with a \ ^ \\ \^ / // /// //// 

jight-hand deflection and end I 

with the left ; whilst those on the Jl IB Z 11 B. S T 

right division commence with the V Ui ^^X. 1 1 J J/ Jit 




left and end with a deflection to 
,the right. When the double 
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jieedle-telegraph is used, the v W V 1/ v ♦/ v 

jiumber of successive deflections 
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requisite to denote all the letters .. .. .. // // a\ 

of the alphabet are fewer, because, w w n /r w \V 

jri^htwo needles capable of being ti^%\« 
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p(Hiit«d in bodt direcdons, ux primaiy symbols are obtained by a comU' 
nation of the deflections of the two needles. 

A practical knowledge of the working of the needle instrmnenti ib 
gener&Dy acquired within a montli. Some of the telegraph clerks ha*e 
become so expert by continued practice, that they can transmit as many 
as 150 letters a minute with the double needle instroment. It is, howerer, 
much more difficult to read the symbols than to transmit them ; and m 
the messages must be written down, the rapidity of transmission is prao- 
tieally limited to the speed of writing, which seldom exceeds 100 letten b 
minute, and that is considerably fost«r than the avera^ rate of transmission. 
In the early st^es of the prepress of the electric tel^rapb it was cod- 
sidered very important to have the means of calling attention when a met- 
s^e was to be transmitted, and there were many contrivances for ring- 
ing belb at the distant stations. The use of alarums has, however, beo 
discontinued at nearly all the stations of the Klectric Telegraph Company. 
The sound of the needles striking against the pins fixed in the dial to liimt 
the range of the deflections is generally sufGcient to call the attention of 
the derks, who are constantly seated near their instruments. When ala- 
rums are required, bells are sounded by liberating a wound-up medutnism 
by withdrawing a detent by means of an electro-magnet. 

Fig. 85 represents a front view of a double ne^le instmment. The 
handles are held by the clerks, and by moving one or both to the rigfit <B 
to the left one or both of the needles are correspondingly deflected. In 
transmitting messages in this manner it is customary for the clerk at the 
receiving instrument to intimate at the end of each word that he undei^ 
stands, by giving a sin^e 
deflection of the left-hand 
needle to the right ; when 
he does not understand, and 
requires the word to be re- 
peated, he deflects the same 
needle to the left. 

There have been many 
patents obt«ned for modifi- 
cations of the needle tde- 
graph J but they are aH 
identical in principle with 
the original one of Ifessrs. 
Cooke and Wheatstone, One 
of the objects that it has 
been the endeavour to at- 
tain, is a dead beat of tiio 
needlewithout any vibration. 
It is now the practice to use a piece of losenge-shaped magnetised steel 
instead of a needle within the coi^ that form having been found to be nmn 
eenutive to the action of the voltaic current, and to produce less vibrataon. 
One arrangement of the needle telegraph, quite distinct from the fbiA- 
going, is the magneto-electric telegraph invented by Mr. Henley, We 
have already noticed several attempts to apply magneto-electridty to tele- 
graphic rpurposes, but that of Mr. Henley is by &r the most sUccuMfuL 
Two armatures, in dose proximity to strtmg peimanent magnefe, are madtt 
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to rerolve rapidly hj striking down projecting levers ; and the rerdntions 
of the armatures induce currents of electricity along the communicating 
wires, that re-act on the magnetic needles^ and cause Uiem to be instantly 
deflected. 

The electricity generated in this manner is small in quantity, and of 
eomparatiyely great intensity, therefore more liable to be diverted from 
the»circuit by imperfect insulation. Another difficulty which this form of 
telegraph has to contend with is, that the current cannot be convenienUy 
reversed, therefore each needle is only deflected in one direction. Two 
oommunicating wires are consequently required to obtfun the same com- 
bination of deflections that can be given with a single wire when a voltaic 
current is transmitted. It is a great advantage of this system that it dis- 
penses with the use of voltaic batteries, which are very troublesome and 
expensive ; and it remains a question to be determined by practical expe- 
rience, whether this advantage is sufficient to counterbalance the objections 
attencUng the use of the magneto-electric telegraph. 

The electric tdegraph used on all the telegraph lines in France was 
invented by M. Breguet, and transmits symbols resembling those of ihe 
semaphore. Two movable arms attached to the tops of two stationary 
vertical pillars are made to assume positions at certain angles in the cir- 
cles they describe, and the combinations of those difierent positions in 
the two arms allow of their expressing a great variety of symbols, whidb 
correspond exactly with the code of tb^ discarded semaphore. 

We have heard this kind of signal telegraph highly commended, and 
have seen messages that were transmitted by it at the rate of 120 letters 
a minute. It possesses the advantage, from the great variety of conif- 
binations of which it is capable, of not requiring successive actions to in- 
dicate any letter of the alphabet or numeral. The movements are eflected 
by electro-magnets, which give rotary motion to wheels that carry round 
the arms ; and the accuracy with which it is necessary that the semaphore 
should be pointed to the required angles renders very nice adjustment of 
the instruments indispensable. 



CHAPTEB XX. 

ELECTRIC TELEGRAPHS — ^RECORDIKO nrSTEUMENTS. 

Moneys telegraph — Modification of it hj the Electric Telq;rap1i Companjr — fiain't dot- 
ting telegraph — ^Brett's printing ielegnjih — Copying telegraph — ^Mode of transmit- 
ting copies of writing— Regulation of the instnmient*— Bapiditj of the ci^ying pro* 
cess — ^Means of maintaining secrecj. 

The telegraphic instruments we are now about to describe record on 
pi^>er the messages they transmit ; in other telegraphs the symbols are 
exhibited for an instant and disappear. Many more errors occur in read- 
ing the evanescent signab than in the transmission of them ; but as the 
recordii^ instruments impress what is transmitted^ die message may be 
lead at biswe when the whole is comi^eted. 
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We have already noticed, in the progress of tel^raphic inyentioiiy ty 
recording telegraph of Dr. Steinheil, which made dots on paper by noteans 
of ink-holders fixed to magnetic needles. That plan, though it has formed 
the model of several subsequent inventions, was imperfect, because the 
deflections of the needles were retarded by the weight of the pens, and the 
marks made were not sufficiently distinct. 

The most successful of the instruments that impress arbitrary symbols 
on paper is that of Professor Morse of America, invented in 1837, and 
since considerably improved. The transmitting part of the instrument is 
of the very simplest kind, and might be carried in the waistooat-pocket 
It consists only of a key, like the key of a musical instrument, which, on 
being pressed down, makes connexion with the voltaic battery for a 
shorter or longer duration, according to the time that the finger of the 
operator is pressed upon it. The receiving instrument is more compli- 
cated. By means of clock mechanism, a small drum, round which a long 
strip or ribbon of paper is rolled, is made to revolve. The paper as it is 
unrolled from the drum passes under a lever attached to the keeper of an 
electro-magnet, armed with a projecting point. When the electro-mag- 
net is put into action, the lever is drawn down on the paper, and the 
point makes an indentation on it. As the paper is continually drawn 
along, the length of the indentation varies from a mere dot to a long 
stroke, according to the time that the lever continues to be pressed against 
the paper; and by varying the duration of the pressure on the trans^ 
mitting key, dots and strokes are impressed on the paper at the receiving 
station. Conventional symbolical alphabets have been arranged, by the 
alternation of the dots and strokes, which, with a little practice, may be 
easily read. The symbolical alphabet that has been adopted in this coun- 
try, when a modification of Morse's system is used, is represented in 
figure 86. 
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fig. 86. 

As the mechanical power required to impress marks on the paper is 
stronger than could well be transmitted directly through the long circuit, 
a local voltaic battery and magnet are employed to do the work ; and they 
are brought into action by means of a smaU electro-magnet, surrounded 
by a great number of convolutions of very fine wire, that may be actuated 
by the feeble current transmitted by the communicating wire. This kind 
of telegraph is extensively used in the United States, and it is also coming 
into use in Belgium arid Germany. ■ ^ - . » 

'In the modification of Professor Morse's instruments, as occasionally 
used by the Electric Telegraph Company, the marks on the paper are 
Inade by the agency of electro-chemical decomposition, and not by mecba^ 
ftical pressure. The application of electro-chemical decomposition to 
telc^aphic purposes was first adopted by Mr. Davy jbqi IS^S^ Jli9. pkpi 
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was to moisten paper in a diluted solution of nitric acid and prussiate of 
potass, and to send a voltaic current from the positive pole of the battery 
through a steel wire pressing on the paper. By the action of electricity 
the oxygen of the acid attacks the steel wire, and a deposition of iron is 
made on the paper, and it is converted into prussian blue by the prussiate 
of potass. The arrangements of Mr. Davy's recording telegraph need not 
be described, as they were never made practically available ; but his system 
of marking paper by electro-chemical agency has been successfully applied 
to other telegraphs. 

In 1846, Mr. Bain contrived a modification of Professor Morse's system, 
in which the marks are made by Mr. Davy's process. The transmission of 
symbols in this telegraph of Mr. Bain's is not effected by a key moved by 
hand, but metallic contact is made and broken by mechanical means. 
Apertures are punched in a strip of paper, to correspond witii the dots and 
strokes intended to be impressed on the paper of the receiving instrument. 
The paper-message when thus prepared is passed rapidly over the peri- 
phery of a metal wheel, and a brass wire-spring, connected with a voltaic 
battery, presses on the paper as it passes along. The spring, by pressing 
through the holes, touches the wheel, which is connected with the other 
pole of the battery, and thus completes the voltaic circuit, which is again 
broken when the spring rests on the insulating paper. Mr. Davy's pre- 
pared paper is applied at the receiving station, and the effect of the action 
of the two corresponding instruments is to transmit dots and strokes, 
marked in prussian blue on the paper at the receiving station, agreeing 
with the smaller and larger holes punched in the strip passed through the 
transmitting instrument. The annexed diagram represents a pieee of the 
punched paper with the symbols of the word " Bain." 

w A I Tsr 




tg. 87. 

The rapidity of transmission by this means- exceeds that of any other 
telegraph. As many as 1000 letters a minute have been transmitted from 
London to Manchester; but the time required for punching the paper 
preparatory to sending a message is a serious drawback to the general use 
of the system. 

The Electric Telegraph Company, when they employ any other instru- 
ment than the needle, use that of Professor Morse, with the substitution of 
electro-chemical marks for those produced by mechanical pressure. The 
rate at which messages can be transmitted by means of the key with a 
single communicating wire is about ninety letters a minute. The transmis- 
sion, however, requires the utmost attention on the part of the operator, 
who cannot continue to transmit at that rate for many minutes at a time. 

Among the early inventions of recording telegraphs were some that 
printed letters from metal types. Professor Wheatstone and Mr. Bain disL-^ 
puted for the honour of being the inventor of the first printing electric 
telegraph; but their instruments did not attain suck Oi dft^^^^i'^sd.^ifi^KS^ 
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•8 to render them practically usefiiL Mr. House of America^ And Bnimt' 
qoently Mr. Brett, have, however, succeeded in producing priniing tde- 
graphs which work effectively through long ciicoits. The medianism is 
complicated, but the principle on which the action depends maj be easily 
understood. A small whed, that revolves by the agency of deotro-mag- 
netism, carries on its circumference metal types of eadi letter of the 
alphabet, which are inked as the wheel turns round by rubbing on the 
siurface of a small inking roller. At one part of the circumferenoe of the 
lype-wheel there is a ribbon of paper close to the types, and by the pres- 
sure of the paper against the wheel the letter that is opposite to it is 
printed. The movement of the type-wheel is regulated by the operator 
at the transmitting instrument, who, by bringing an index to point on the 
dial of his instrument to the letter required, it at the same time causes the 
type-wheel to move round, so as to bring a corresponding letter opposite 
iikb paper. A local electro-magnet is then put in action ; by which means the 
drum on which the paper rests is pressed against the type, and the letter 
is printed. As each letter is thus printed, the strip of paper ia moved 
onward about a quarter of an inch, to leave a dear space for the next. 

The action of the printing telegraph is rather dow; but it is worked 
with a single wire. We have not seen it working faster than at the rate 
of forty letters a minute ; but we are informed ^bat it can print.upwards 
of sixty letters in that time. One peculiar advantage of Mr. Brett's 
arrangement is, that the type-wheel is placed in correct position at the 
end of each transmission ; so that if by mistake an error is committed, 
by printing one letter instead of another, that error is not continued 
to the next letter, for the type-wheel is adjusted to start from zero be- 
fore the next movement of the index. All preceding printing tde- 
graphs were liable to perpetuate errors whenever a single one had been 
committed. 

The copying-telegraph, of which the author of this work is the in- 
ventor, transmits copies of the handwriting of correspondents. The 
advantages of this mode of transmission are, that the communications 
may be authenticated by the recogoised signatures of the parties by whom 
they are sent, and as the i^Titing received is traced from the origind 
message, there can be no errors of transmission; for every letter and 
mark made with the pen are transferred exactly to the other instra- 
ment, however distant. 

The electro-chemical mode of marking the paper, invented by Mr. 
Davy, is adopted in the copying process. The writing is copied on paper 
fioaked in a solution of prussiate of potass and muriatic add, a piece of 
ateel wire serving for the pen. The paper is placed round a cylinder 
about six inches in diameter, and a steel wire, connected with the copper 
end of the voltaic battery, presses upon it, and is carried slowly along by 
a screw as the cylinder revolves. By this arrangement, when the voltaic 
cmrent passes uninterruptedly from the wire through the paper to the 
cylinder which is connected with the zinc end of the battery, lines are 
drawn upon it at the same distance apart as the threads of the screw that 
carry the point. These lines are in fact but one continuous spiral line, 
commencing at one end of the cylinder and ending at the other. 

The communication to be transmitted is written on tin-foil, with a 
pen dipped in varnish. Thin sealing-wax varnish, made by di8B<^Ting 



ELECTBXO TKLBa&APHS — ^SBCOBPING INStTBUMENTS. 



im 



sealing-wax in spirito of wine, answers the purpose best, as it dries very 
quickly. The letters thus written form on the conducting metal surface a 
number of non-conducting marks, sufficient to interrupt the electric current, 
though the deposit of resinous matter is so slight as not to be perceptible 
by the touch. 

The message on tin-foil is fixed round a cylinder at the transmitting 
instrument, which instrument is a counterpart in its mechanical arrange* 
ments of the receiving one, and either of them may be used to transmit 
and receive messages. A pietal style in connexion with the voltaic battery 
presses on the tin-foil, and it is carried along by an endless screw as the 
cylinder revolves, exactly in the same manner as the steel wire that draws 
Imes on the paper on the receiving instrument The varnish writing, 
when it interposes between the style and the tin-foil, stops the electric 
•current ; consequently, at every part where the electric current is stopped 
by the varnish at one instrument, the steel wire ceases to make marks on 
the paper at the other station. Both instruments are so regulated that 
the cylinders rotate exactly together, therefore the successive breaks of 
the electric current by the vamish-letters cause corresponding gaps to be 
made in the lines on the paper ; and the succession of these lines, with 
their successive gaps where the letters occur, produces on the paper of the 
receiving instrument the exact forms of the letters. The letters appear of 
A white or pale colour on a ground of blue lines, there being about nine or 
ten lines drawn by the wire to make one line of writing. In the diagran^ 
A shews the writing on tin-foil, from which the copy is made in the form 
^ewn at B. , 




fig. 88, 

It is essential to the correct working of the instruments that the cylin- 
ders should rotate exactly together. This synchronous movement of the 
two instruments is effected by means of regulating electro-magnets, aided 
by a " guide-line" on the transmitting cylinder. 

The moving power of each instrument is gravity, accelerated motion 
being prevented by a rapidly revolving fan, which produces a very steady 
movement of the cylinder. The speed may thus be very easily varied by 
adding or by taking off weight. The " guide-line" consists simply of a 
strip of paper pasted across the tin-foil at a right angle, as shewn at c. That 
strip of paper effectually stops the electric current, and leaves a gap of equal 
breadth in each line drawn on the prepared paper of the receiving instru- 
ment. If the receiving instrument be moving at exactly the same aijk^^ 
as the transmitting one, these gaps m eaclx ^m^V^Xi^^Sk^^^ ^^jsaRx^aSRCj^ 
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positiooB, and will fall binder each otlier on the receiving cylinder, making 
a broad white stripe corresponding with the strip of paper on the trana- 
Diitting cjlinder. But if the receiving cylinder be moving foster than the 
other, the gaps in the lines will not Fall under one another, but every one 
will be &rther towards the right hand. By noticing the position of t^ese 
saps ou the paper, it may be seen exactly how much faster one instrument 
IB going than the other, and weight may be taken off the receiving instru- 
ment until the gaps form a continuous stripe. In this manner the two 
instruments may be regulated to move together. It is immaterial at what 
distance a^iart they are ; for if they be in the same room, or two hundred 
miles from each other, the same plan of adjustment must be adopted. 

Supposing the mechanism of the instruments to be very good, and that 
there were no irregularities on the surfaces of the cylinders, the plan of 
regulating by means of the guide-line alone would be sufficient for the 
copying process. Legible writing may, indeed, he ohttuned in that maimer, 
but not with sufficient accuracy and oertunty to be depended on in ordi- 
nAry working operations. To secure the requisite degree of accuracy and 
certainty, an electro- magnetic regulator is used. This may be brought into 
action by means of a second oommunieating wire, or by local action alto- 
getiier ; in the latter case a single wire only is required to work the copy- 
ing telegraph. When two wires are employed, one of them is used for the 
electro-magnet that regulates the instnmientB, the other for transmitting 
the current that marks the paper by electro-chemical decomposition. The 
diagram will assist in explaining the mode of regulating the instruments 
vhen a separate wire is used for that purpose. 




A side view only of the two instruments is given, without their stands 
or other mechanism than that which appears on the outside of each ; the 
tr^ns of wheels propelled by the weights being contained within the 
cheeks a X and e b, and the cylinders being oa ue opposite sides. The 
wheel D is fixed to ihe projecting arbor of a fiist-moving wheel next to the 
fan, and it makes twelve revolutions to one of the cylinder. Two springs 
e e, insulated from the instruments by being mounted on wood, are con- 
nected by wires o z to the voltaic battery, and to the electro-magnet u on 
the other instrument. The other end of the coil of wire round the electro- 
magnet is fixed to the voltdc battery, so that when the two springs e t 
touch, the circuit of the battery is completed, and the electro-magntf is 
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iiutaittly bronght ioto action. ThiR occura once every revolution of tii« 
wheel D, by the projecting part g pressing tiie two gprings together. The 
wheel E on the ina^ment A ig filed on to the arbor of a wheel corre- 
sponding with that of d, and likewiae makei twelve revolutions to one 
revolution of the cylinder. 

The keeper K of the electro-magnet has an arm or lever l added to it, 
which reaches to the circumference of the wheel e, and, when the keeper is 
attracted by the magnet, rubs against a projecting part of the circum- 
ference o, and thus operates as a break to check the motion of the instru- 
ment. In regulating the instruments to rotate synchronously by these 
means, a heavier weight is put on a than on b, to cause it to rotate consi- 
derably faster than the other when the break is not applied. But when 
both instrumento are set in motion, the lever being pnll«] down each time 
that the springs are pressed together by the wheel D, the break is thus put 
in operation just sufficiently to make the movements of the two instru- 
ments correspond. By this atrangement it will be observed that one 
instrument regulates the other; and it has it under such complete control, 
that if the speed of b be diminished, the movement of a will be retarded by 
the longer continued action of the break, and be made to rotate equally 
slowly, and even to stop by stopping the motion of b. 

When the instruments are worked at a distance from each other, tilt 
electro-magnet h is put into action by a local battery, and the contact is 
made and broken by an intermediate small electro-magnet, as in Mr. Morse's 
telegraph. In that manner the copying telegraph has transmitted messages 
with perfect accuracy from Brighton to London. 

When a single communicating wire only is used, the instruments are 
regulated independently of each other by means of pendulums. Clock- 
movements, with pendulums that beat four times in a second, are employed 
at each instrument These pendulums at every vibration strike agunst 
springs, at each contact with which the electro-magnets which regulate the 
instruments are brought into action. 

The arrangement of the mode of making and breaking contact by the 
pendulum will be easily understood by the di^jram. The pendulum d is 
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eonnected by the wire e to the electro-magnet m. The springs s ti are con* 
nected with the voltaic battery y, from which a wire z connects with the 
other end of the coil of the electro-magnet. It will be evident, therefore^ 
that when the rod of the pendulum vibrates against 8 s^y the voltaic dreoit 
is completed through the magnet, which is brought into action in regulat- 
ing the instruments as rapicUj as the pendulum beats. Each instrument 
has its regulating magnet and pendulum, and the r^ulation of each is 
thus effected independently, without requiring a second wire. 

The guide-line serves ix> indicate with i^e greatest accuracy whether 
the pendulums at two corresponding stations are beating together ; for if 
one be vibrating faster than the other, the guide-line on the paper will be 
slanting instead of perpendicular ; and by means of an adjusting screw to> 
raise or lower the pendulum-bob, the two may be readily adjusted to beat 
together. In this manner a variation of even the thousandth part of a 
second may be observed and corrected. 

It may probably be supposed, because the metal style has to pass over 
each line of writing nine or ten times to complete it, that the copying 
process must be necessarily slow ; but it is, on the contrary, the quickest 
mode of transmission yet invented, with the exception of Mr. Bain's. A 
cylinder six inches in diameter will hold a length of paper on which one 
hundred letters of the alphabet may be written in a line. When the 
instruments are working at their ordinary speed, the cylinder revolves 
tiiirty times in a minute ; and allowing ten revolutions to complete each 
line of writing, the rate of transmission is three hundred letters in a 
minute. Much greater speed than that has been obtained ; and there is, 
indeed, no limit to the rapidity of transmission other than the diminishing 
strength of the mark on the paper when the decomposition is extended 
over a larger surface. 

One of the advantages which the copying process also possesses is the 
means it affords of maintaining the secrecy of correspondence. It is now 
customary for those who wish their communications not to be known to* 
transmit messages in cypher, by which certain letters or figures have sig- 
mfications given to them which are only intelligible to the parties corre-_ 
spending. This plan has the serious disadvantage of being very liable to* 
error, because the clerks engaged in transmitting such a message are pur- 
posely kept in ignorance of the meaning of the symbols they transmit. By 
the copying telegraph whatever symbols are made on the tin-foil are trans- 
mitted as accurately as if written in full, for no manipulation whatever is^ 
required, the effect being produced altogether by mechanism. 

There is also a special mode of maintaining secrecy by transmitting 
the messages impressed on the paper invisibly. If the paper be moistened 
with diluted acid alone, the iron is deposited on the paper, but no mark 
whatever is visible, and the paper remains blank until it is brushed over 
with a solution of prussiate of potash, which instantly renders it legible* 
In this manner messages written with colourless varnish may be trans- 
mitted without any one seeing the contents ; that part where the name 
and address are written being alone render^ l^Ue till the message is. 
delivered to the person for whom it is intended. 

The author trusts he shall be excused for having described thus fully 

his invention of the copying telegraph. It is very probable that he- 

attacbeB more importance to it fhan tladse ivot ^o w^^dally interested may 
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think that it deserves ; but he has reoeiyed the assorance of some scientifid 
ffentlemen who have been the longest and the most snooessfuUjr engaged 
in Boeh undertakings^ tliat the copying of writing is the hecm4deal oi tele<< 
graphic communication^ and that sooner or later it must supersede all other 
means of corresponding by electric telegraph. 



CHAPTEE XXL 

ELECTRO-METALLUBOY. 

Competing claims to the difcovcry^-Depotition of medals from their solutions— Its de- 
pendence on secondary results — Apparent anomaly of deposition in a single cell- 
Formation of moulds— Copying medals — Reduplication of copper-plate engrarings 
— Glyphography— Electro*plating and gilding. 

The important application of electricity to working in metals is of eveE 
more recent date than the invention of the electric telegraph. The fact 
that metals could be " revived** from their solutions by means of electricity 
waS; indeed^ known at the beginning of the present century. In 1800 
Brugnatelli gilded a large silver medal by connecting it with the negative 
pole of a voltaic battery^ and then immersing it in a solution of ammo- 
Biuret of gold ; but, strange as we now think it, the practical use to 
which this peculiar action of electricity might be applied did not occur to 
him. Mr. Spencer of Liveq)ool claims to be the first who discovered that 
the deposition of metals by electrical agency might be retidered useful in 
the arts. He states, that when experimenting in 1837 with a DanielFs 
battery, he used a penny instead of a plain jnece of copper for a pole ; and 
that on removing tlie wire which connected the penny with the battery, 
he pulled off a portion of the deposited copper, which he found to be im- 
pressed with a counterpart of the head and letters of the coin. Even this 
did not suggest to Mr. Spencer any useful application, until he accident- 
ally dropped some varnish on a piece of copper similarly connected with 
the negative pole, and he observed that no deposition of copper took place 
on those parts covered by the varnish. It then occurred to him that by 
covering a sheet of copjier with varnish or wax, and cutting a design 
through it so as to lay bare the metal, the copper would be deposited from 
the solution of sulphate of copper in the lines of the design cut through 
the wax, and would adhere to the surface of the plate, producing the figure 
in relief 

The statement of the experiments by Mr. Spencer was not made 
known until 1839, after Professor Jacobi of St. Petersburgh was announced 
to have made a similar discovery. Indeed, before the account of Mr* 
Spencer's experiments was published, a letter from Mr. Jordan, a printer, 
appeared in the MechamM* Magaxme of May 11th, 1839, describing a 
method of producing copper casts by what is now luiown as the electro^r 
type process. 'It appears, therefore, that though Mr. Spencer was the first 
discoverer, the earliest published notice referred to the discovery of JaA^::}^ 
whilst the letter of Mr. Jordan contained ^vt to^. ei^^x^ai^nii. ^'<^ca xnsa^ 
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by wUch tlio t&cta may be produced. It was not^ however, till the 
antum> of the nne jear, when Mr. Spencer brought the subject before 
ihe Britiah Association for the Advancement of Science, and exhibited 
numerous Bpecimens of electrotjrpe casts and designs, that the attention of 
the public was directed to this application of electric force. 

It is well observed by Mr. Napier, in his excellent treatise on electro- 
metallurgy, to which we are much indebted, " In reviewing the rise and 
progress of any discovery in the arts and sciences, particularly of one con- 
nected with chemistry, there are two circumstances which almost invariably 
demand especial notice. The first is, that the discovery has been the result 
of accidental observation rather than the result of a direct endeavour to 
make the discovery. The second is, that after the discovery has been made 
known, it is found that many previously published esperimente exhibited 
resulte which bore more or less directly upon the subsequuit discovery, 
and which are consequently sometimes cited to detract from the merit of 
the discoverer, and the originality and value of his discovery." These 
remarks apply with special force to the art of electro- metallurgy. It is to 
Mr. Spencer, however, that we are inclined to award the honour of the 
discovery, and the merit of having brought it into practical operation in 
this country. 

The depontion of metals in the process of electro-metallurgy has been 
previously explained to be the result of secondary action, arising primarily 
from the decomposition of water in the fluid menstmum. 




Let i be a vessel containing a saturated solution of sulphate of copper 
^lue vitriol), with three circular medals immersed in it and connected 
with the voltaic battery a by tbe wires c d, from the copper and zinc plates 
napectively. An electric current will thus be establi^ed from d, which 
is in connexion with the copper of the battery, to h, and the oxygen of 
the fluid decomposed will be liberated on the surface of tbe copper plate 
e, to which it is attached, and the hydrogen, on tbe medals. But the nas^ 
cent hydrogen, the instant that it is liberated from its association with 
oxygen in the fluid, and before it can assume a gaseous form, combines 
with the oxygen that holds the copper in solution, and with it constitute! 
another particle of water, and the copper is deposited on the medals. 

The deposition of the metal from its solution is the result of a variety 
of rather complicated chemical actions. The strong affinity of oxygen for 
^e bydrogea, with which it was combined to form water, is firtt OTemom* 
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by the influence of the electric force. The oxygen^ liberated at the plate 
e, immediately enters into combination with the sulphur in the solution 
to form a fresh particle of sulphuric acid ; the hydrogen, freed from its 
combination with oxygen, is transferred to the medals, and its afifinity for 
oxygen being greater than that subsisting between the oxygen and the 
copper held in solution, the hydrogen re-enters into combination with 
oxygen and forms a fresh particle of water, whilst the copper is set free in 
its metallic state and is deposited. In all the processes of electro- 
metallurgy, whether they consist in the depositions of copper or of other 
metals from their solutions, the same chemical actions and reactions take 
place ; the hydrogen in every case effects the deposition of the metal by 
combining with the oxygen which holds the metal in solution at one pole 
of the battery, after having been separated from an equal particle of oxy- 
gen at the positive pole. There is, consequently, throughout the process 
a continual decomposition of water at one pole of the voltaic battery, and 
a recomposition of exactly the same quantity of water at the other pole. 

One of the simplest illustrations of metallic depo- 
sition by electro-chemical action is afforded by the 
following experiment. Put a silver spoon A, fig. 92, 
into a glass containiug a solution of sulphate of copper, 
and into the same glass insert a piece of zinc z. No 
change will take place in either metal so long as they 
are kept apart, but as soon as they touch, copper 
will be deposited on the spoon, and if it be allowed to 
remain, the part inmiersed will be completely coated 
with copper, which will adhere st- firmly that mere 
rubbing alone will not remove it. The same effect 
takes place ^ if instead of bringing the metals into 
contact in the solution, they are connected externally fig. 92. 

by the wire c. 

The foregoing experiment represents the electrotype process as carried 
on in a single cell, the metal surface whereon the copper is deposited then 
forming the conducting plate of the voltaic arrangement by which the 
electricity is generated. It must be observed that, in this single-cell ar- 
rangement, the deposition takes place on the conducting plate ; whereas, 
when the operation is conducted in a separate cell, it is on the plate con- 
nected with the zinc that the deposition occurs. In order to explain this 
apparent anomaly, let it be remembered that the metal is always deposited 
from its solution on the surface into which the electric current enters, and 
that that is the negative pole of the battery. The electricity excited by 
the zinc passes through the fluid and enters into the conducting plate ; 
therefore, when the deposition takes place in the same cell, the metal is> 
deposited on that surface ; but when the electric current is transmitted 
through a wire into a separate cell, it then proceeds ^rom the conducting 
plate, that wire becomes the positive pole of the battery, and when intro- 
duced into the decomposing cell, the electric current passes from it to the 
metal surface connected with the other, or negative pole, on which accord- 
ingly the deposit takes place. 

Having, we trust, made the rationale of the electrotype process intelli- 
gible, it is only necessary to give a general explanation of the modes of 
<q>erating. Those who desire to pursue the acti igT««:XV^^ ^w^ ^^ ^^^fsi 
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ooBBolt Ute able and compendioos trefttues on this sabjeot by Mr. Ifapier, 
Mr. Smee, and by Mr. C. V. Walker. 

The first applicatioa of the electrotype process was to copying asdent 
coins and medala, and that continues to be the principal use to which it ig 
applied by amateurs. To obtain a fac-simile of a medal, it is necessaiy in 
the first place to make a mould, to serve as a matiix for the copper to be 
deposited upon. This may be done, when circumstances will permit, by 
ol^aining an electrotype directly ^om the surface of the medal. To do 
this, the Bur&ce whereon the deposition is to take place must be well 
deaned, and afterwards smeared over with a minute quantity of sweet oil 
or with h\ack lead, which is requisite to prevent the deponted copper &om 
adhering. The thinnest possible fibn of oil should be allowed to remain, 
and even after the medal has been rubbed with dry cotton-wool, sufficient 
will adhere to efiect separation from the deposit. It is evident that only 
one face of the medal can be copied at a time, therefore 
the side not to be operated on must be protected by a 
covering of wax. The preparation of the medal is com- 
pleted by twisting a fine wire round the edge for the 
purpose of suspending it in the copper solution, and of 
I connecting^ it with a piece of amalgamated sine. 

The decomposing apparatus may consist of a largo 
preserve jar, fig. 93, to hold the solution of snlpbate of 
copper, and a porous vessel c placed vrithin the jar to 
contain the zinc. Fill the porous vessel to within afew 
inches of the top with a mixture of sulphuric add and 
water, in the proportion of one of add to twenty-four of 
water, taking care thdt the Bolutlon in the jar and the 
acidulated water in the porous vessel are neaily on the 
some level. The medal e suspended by t^e wire is then 
^' ' immersed in the jar, and is connected with the unc ia 

the porous vessel by the wire ab, as shewn in the diagram. 

This arrangement may be considered as equivalent to a single cdl of a 
Daniell's battery, in wtuch the medal represents the conducting plate. 
The electric action is eetabliebed as soon as the zinc and the copper are 
immersed ; the deposition of the copper on the medal immediately begins, 
and it is continued as long as the action is maint^ned. In twenty-four 
honrs the deposited copper will be about the thickness of a card, which is 
quite sufficient. This coating of copper may be easily separated from the 
medal, and will be found to present an exact counterpart of it, those parts 
in relief on the medal being of course presented aa sunk in. The mould 
thus formed is to be treated exactly as the medal, and the copper will be 
deposited in it, so that when removed the electrotype will be a &c-simile 
of the medal, with the intaglio and relief corresponing with the or^inaL 
A mould of this kind will, with care, serve to take many copies. 

A mould made by depositing the copper on the sniface is more sharp 
in its details than moulds taken by other means ; but in many cases, espe- 
cially with ancient coins, the surfaces cannot be cleaned so as to allow of 
this mode being adopted, and other means of making the moulds must be 
found. One of the best plans is to make a cast of the original in fusible 
metal. A strip of tin is bound round the edge of the coin, about a qnw^ 
ter of an inch higher than the highest part The metAl is melted and 
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poured into a small wooden tray, and when cooled into a semi-fiuid state, 
the coin is suddenly pressed upon it and held down till the metal " sets.** 
The fusible metal is made by melting and mixing together tin, lead, and 
bismuth, in the proportions of two of the latter to one each of the former 
metals. This aUoy melts at a temperature below that of boiling water, 
therefore it affords great facility for remoTing the moulds from the deposits 
in case they should adhere. 

Wax, plaster of Paris, and gutta-percha, are frequently employed for 
making moulds, especially for large objects. When such substances form 
the moulds, it is necessary to cover their surfaces with black-lead, bronze* 
powder, or other conductors of electricity. The discovery that plumbago 
will impart a sufficiently good conducting surface to objects that are 
otherwise incapable of receiving metallic deposits, has afforded great faud* 
lity in extending ihe electrotype process. Flowers, leaves, lace, and even 
insects, may be thus coated with a thin protecting film of metal, which 
preserves their forms accurately and durably. 

A recent valuable application of the electrotype process is the coating 
of glass and earthenware vessels, which are thus rendered fire-proof; for 
the metallic coating quickly distributes the heat equally over the surface, 
and thus prevents them from breaking, as they otherwise would, by unequal 
expansion. The surface of the glass or porcelain is first roughened by the 
fiimes of hydro-fluoric acid, and then varnished and black-leaded, to form 
an adhering and conducting surface for the metallic deposit. 

One of the most delicate operations of the art of eleetrotyping is that 
of copying copper-plate engravings. A cast is first made from the plate 
by electro-chemical action, in the same manner as a mould is taken from 
a medal. In such a cast all the lines are in relief ; it is requisite, there- 
fore, to make a second deposit on that surface to obtain a fac-simile with 
the lines engraved. Nothing shews more clearly the beauty of the elec- 
trotype process than these transfers of copper-plate engravings. The finest 
lines are most faithfully copied, and it is impossible to distinguish a 
print taken from the electrotype from the proof impression of the ori- 
ginal. 

It was at one time expected that this mode of multiplying copper- 
plate engravings would supersede engraving on steel plates ; but it has been 
found in practice, that the copper deposited does not possess sufficient 
hardness to resist the wear and tear of copper-plate printing. This ob- 
jection may, however, be overcome ; and there were displayed in the 
Great Exhibition sheets of copper deposited by electro-chemical decom- 
position, that appeared to possess the firmness of hammered plates. 

A very successful application of electro-metallurgy to the fine arts is 
the process called glyphography. It consists in depositing on a plate of 
copper a design in relief, that may be printed from by the letter-press. 
The surface of the copper-plate is coated with wax, through which the 
design is cut sufficiently deep to expose the metal. This plate is then 
electrotyped, and copper is deposited in all the lines cut through the coat* 
ing. By this means there is left on the plate, when the wax is removed, 
a perfect copy of the design in relief, so bold as to be printed from. This 
is, in fact, the original process invented by Mr. Spencer. The advantage 
it possesses over wood-engraving is in the facility of shading by " <3k<s(«iw 
hatching," as it is termed, so as to reftemlVAe Wi ^\A^Ti% wi^. ^o^'^^st^^^^ ^ 
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The success or failure of the electrotype process depends yerj much 
on the preparation of the copper solution, and on the strength of the vol- 
taic hattery. A saturated solution is not so well adapted for the purpose, 
as such a solution diluted with one-fourth part of water. To prevent it 
from becoming too weak by the deposition of metallic copper^ some crys- 
tals of the sulphate are added during the process. 

Mr. Smee determined the laws that regulate the deposition of metals 
in different states. The strength of the battery, in relation to the strength 
of the solution, causes the metals to be deposited either as a black pow- 
der, in a crystalline form, or as a flexible plate. The metals are deposited 
as a black powder when the current of electricity is so strong that hy- 
drogen is evolved from the medal or negative plate in the decomposition 
cell. The crystalline state occurs when there is no evolution of gas and 
no tendency thereto. The regular deposit takes place when the electric 
current is stronger in relation to the solution than in the last case, but is 
not sufficiently strong to cause the evolution of gas. 

The art of electro-metallurgy has been more extensively practised in 
plating and gilding than in any other way. To appreciate the advantage 
of the process of electro-plating, it is requisite that the mode of manufac- 
turing plated articles by the ordinary means should be understood. A 
thick plate of silver was attached to an ingot of copper, and the metals 
after being heated were passed through rollers, until they were reduced 
into a thin sheet of plated copper, the silver being equally spread over the 
surface. The plated copper was then cut into pieces, punched into the 
required forms, and soldered together ; the interior being filled with 
melted lead. Such articles cannot be ornamented by engraving or chas- 
ing, but by milling and punching only. When the process of electro- 
plating is used, the articles may be cast, or put together in any con- 
venient method, and the most elaborate designs may be worked in metal, 
which, on being afterwards coated with the purest silver, presents an ap- 
pearance in every respect equal to the finest works in the solid metal. 

The operations for electro-plating differ in several particulars frt)m 
the ordinary process of the electrotype. The single-cell arrangement 
which has been described is inapplicable to the deposition of one metal 
upon another of a different kind. The plan of having a separate battery, 
with two or more combinations of plates, is indeed necessary even in the 
deposition of copper upon copper, when the operation is conducted on a 
large scale, and the electric current has to pass through a considerable re- 
sisting medium. When a separate battery is employed, the vessel in which 
the deposition is effected is called the decomposing trough. 

To effect the deposition of stiver or gold upon metals that are more 
easily oxidisable, a peculiar kind of menstruum is required ; for if the 
silver be held in solution by an acid that will attack the baser metal, no 
electro-chemical deposition of metallic silver can be effected. The men- 
struum that is found most suitable for the purpose is a solution of cyanide 
of potassium. There are various modes of preparing the solution and dis- 
solving the silver, but the cheapest and best, as recommended by Mr. 
Napier from practical experience, is to dissolve the silver in a solution of 
cyanide of potassium, by the action of a voltaic battery. The proportions 
mentioned are for operation on a large manufacturing scale, but the quan- 
tifies majr be reduced according to the requirements of the amateur. Thd 
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directions he gives are as follows : '' Dissolve 123 ounces of cyanide of 
potassium in 100 gallons of water ; get one or two flat porous vessels, 
and place them in this solution to within half an inch of the mouth, and 
fill them to the same height with the solution ; in these porous vessels 
place small plates or sheets of iron or copper, and connect them with a 
zinc terminal of a battery ; in the large solution place a sheet or sheets of 
silver connected with the copper terminal of the battery. This arrange- 
ment being made at night, and the power employed being two of WoUas- 
ton's batteries of five pairs of plates, the zincs seven inches square, it will 
be found in the morning that there will be dissolved from 60 to 80 ounces 
of silver from the sheets. The solution is now ready for use, and by ob- 
serving that the articles to be plated have less surface than the silver 
plate forming the positive electrode for the first two days, the solution 
will then have the proper quantity of silver in it." The strength of the 
solution recommended is that of one ounce of silver to the gallon. 

During the process of plating, the sheets of silver immersed in the 
solution gradually dissolve as the metal is deposited, and by this means 
the solution is maintained at the same strength. 

In preparing articles for plating, they must be completely freed from 
grease by washing in an alkaline ley, and dipped into very diluted nitric 
acid to remove any traces of oxide. The object is then suspended in the 
decomposing trough and connected with the negative pole of the bat- 
tery, the positive pole being connexion with a sheet of silver in the 
solution. Silver is immediately deposited, and the plating process proceeds 
as long as the object continues immersed. An ounce and a half of silver 
to one square foot of surface gives an excellent plating. 

The articles when taken out of the solution are white, the silver being 
afterwards polished on the parts required to be bright. A bright deposit 
may, however, be made by adding a little sulphuret of carbon to the solu- 
tion. When a thin coating of silver is deposited on a bright surface, the 
silver is also bright ; and in order to obtain a coating of dead silver on a 
medal, it should have a thin film of copper deposited over its surface be- 
fore it is immersed in the silver solution, by which means the silver, even 
when very thin, will be white. 

In operating on a large scale, the decomposing trough is upwards of 
two yards long, one yard deep, and one yard wide, and contains about 250 
gallons of the solution. At Messrs. Elkington's establishment at Birming- 
ham, several of these troughs are in continual use. The silver plates in a 
fiingle trough expose a surface of nearly thirty square feet, and the articles 
to be plated are suspended from metal rods that are connected with the 
positive pole of the battery. The voltaic batteries used by Messrs." El- 
kington generate large quantities of electricity of low intensity. When 
w^e inspected their manufactory, the deposition of each trough was eflected 
by plates the zincs of which were three feet long by eighteen inches wide. 
Mr. Napier, however, recommends batteries with smaller plates, with 
several combined in a series, to increase the intensity of the electric cur- 
rent. 

The operation of electro-gilding very closely resembles that of electro- 
plating. The gold solution may be prepared by dissolving gold in a solu- 
tion of cyanide of potassium in the same manner as the silver, but the 
liquid should be heated. The strength of the gold «cA»&\q»\i \ifi^ tl^^X^ vsi^- 
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ceed half an ounce of gold to the gallon, and a sufficiently thick coatii^ of 
the metal is deposited in two or three minutes. Voltaic batteries of tl^ree 
or four pairs of plates are generally employed for electro-gilding; but if 
the solution be heated to nearly the boiling-point, a single pair will an- 
swer the purpose, for the hotter the solution the less the battery power 
required. 

The method of gilding, before the introduction of the electro-chemical 
process, was extremely injurious to health. The gold was converted into 
a thin amalgam with mercury, which was brushed over the surface of the 
article to be gilt, and exposed to a strong heat to dissipate the mercury. 
The mercurial fumes produced the most pernicious effects, notwithstanding 
all the care taken to prevent them ; so much so, indeed, that the average 
lives of the workmen engaged in gilding by mercury do not exceed 
thirty-five years. Electro-gilding is also prejudicial to health, though not 
to the same extent, and the operation should be conducted in a lofty well- 
ventilated room. 



CHAPTER XXIT. 

ELECTRIC CLOCKS. 



First application of electricity to indicate time — Bain's self-acting electric clock- 
Means of making and breaking contact — Application of mechanical power — ^The 
earth battery — Shepherd's electro-magnetic clock— Independence of the pendulum, 
and its advantages — Instantaneous indication of Greenwich time at distant places. 

The claim to the invention of electric clocks has been disputed by Profes- 
sor Wheatstone and by Mr. Bain ; but whatever claim Professor Wheat- 
stone may have to be the original designer of such application of electric 
force, to Mr. Bain is unquestionably due the merit of having brought it 
into practical operation. 

In 1841, Mr. Bain, in conjunction with Mr. Barwise, obtained a patent 
for the application of electricity to the regulation and movement of clocks. 
The invention at that time specified had for its principal object the move- 
ment of several clocks by currents of electricity, transmitted at regular 
intervals by the agency of a clock of the ordinary construction. The ad* 
vantage proposed to be gained was, to make any number of clock-dials in 
a large establishment indicate exact time with one well-made clock, with* 
out requiring any impelling mechanical power. By a subsequent improve- 
ment of the invention, each clock was made to move independently by 
electricity, without any assisting clock to regulate the transmission of the 
electric current. The arrangement by which the independent regulated 
movement is obtained will be understood by the annexed figure. 

The bob A of the pendulum a b consists of a hollow coil of covered 
copper wire. A hollow brass tube c c, about two inches in diameter, 
passes through the coil, there being sufficient space left for the coil to move 
to and fro without touching. Within the hollow tube, and on each aide 
ptit^ are placed permaneut bar^ magnets, with their similar pol^ presented 
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fig. 94. 



'-towards each other at a distance of about four inches apart. For example, 
the magnets within the tube on the right hand have their north poles pre- 
sented to the coil, and those on the left hand have also their north poles 
presented to it. When an electric current 
passes through the coil it becomes instantly 
magnetic; the end towards the right, we 
will suppose, haying a south polarity, and 
that towards the left a north polarity. The 
coil is consequently immediately attracted 
towards the rights and is repelled by the 
magnets on the left, as the pendulum swings 
in that direction. Before arriving at the end 
of its vibration, the connexion with the vol- 
taic battery is broken by the action of the 
pendulum itself; the magnetic property of 
the coil instantly ceases^ and it descends by 
the force of gravity. On ascending the other 
«rc of its vibration^ contact is again made 
with the battery, and the electric current is 
sent through the coil, but in the reverse di- 
rection ; so that the left-hand end of the coil 
has south polarity given to it, and the right becomes the north pole. By 
this reversal of the current the coil is impelled towards the left, and the 
vibrations of the pendulum are thus maintained for an indefinite time. 

To make and break contact with the wires of the voltaic battery, and 
to reverse the direction of the electric current, a light sliding frame is car-i 
ried from side to side by the pendulum. The wires e dy from the opposite 
ends of the hollow coil, are carried up the pendulum-rod. A cross-piece of 
wood fixed to the clock-case serves as a stage whereon the light movable 
frame slides, the uprights whereon it rests being gold wires. Inlaid in the 
stage or cross-piece are studs of gold, connected by wires to the voltaic 
battery. When the pendulum vibrates towards the right, the movablo 
frame is carried towards the right hand, so that two of the upright gold 
wires rest on the studs ; by this means connexion is made with the voltaio 
battery, and an electric current is transmitted through the coil A. On the 
returning vibration of the pendulum the movable frame is shifted towarda 
the left, and the electric current is reversed, the polarity of the coil being 
thus changed at each vibration of the pendulum. 

In ordinary clocks the impelling power of a weight or spring commu- 
nicates motion to a train of wheels, and the use of the pendulum is to retard 
«nd regulate the motion ; but in Mr. Bain^s electric clock the movement o£ 
the pendulum propels the hands, and the train of wheels is dispensed with. 
The mode by which the vibrations of the pendulum are applied to propel 
the hands wUl be readily understood on inspection of fig. 95. 

An electro-magnet a is fixed on the top of the clo^, and an electrio 
current is sent through the coil on each vibration of the pendulum. Each 
time that the electro-magnet is put into action by these transmissions of 
electricity, the keeper b, to which the light-jointed click-lever d is attached, 
is attracted, and falls into a tooth of the ratchet wheel e. When the con- 
nexion with the battery is broken on the fall of the pendulum, the lever i» 
forced back by the ipring at b, and thus advances thA n^^ ^^ ^s^tf^ A 
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one tooth. A small spring keeps 
the wheel steady, and prevents H 
l_ -. turning back during the next vi»- 
j ^ y bration ; and by this arrangement 
the ratchet-wheel is advanced one 
tooth by two swings of the pendu' 
lum. Thus, when the wheel ccm- 
tains thirty teeth, and the penda** 
lum vibrates once a second, the 
wheel will make one complete 
revolution every minute. That 
wheel will therefore constitute the 
seconds wheel of the clock, and 
the minute and hour hands may 
be moved by it, in the same man- 
ner as in ordinary clocks. 

The voltaic power employed 
by Mr. Bain in working these 
clocks consists of a large plate of zinc, and a quantity of coke buried 
in moist ground. Mr. Bain first directed attention to the use that may be 
made of the moisture of the earth in exciting a very steady current of 
voltaic electricity. In the earlier experiments he employed a. large plate 
of zinc and a corresponding plate of copper ; but it was afterwards found 
that coke or charcotd, among which copper wires were introduced to act 
as conductors, answered the purpose better, because a larger surface is 
thus exposed to contact with the moisture. On making connexion be- 
tweeii'ihe coke and the zinc a current of electricity is established, which, 
though of very feeble intensity, is sufl&ciently powerful to keep the pendu- 
lum of the electric clock in motion. 

It was supposed by Mr. Bain that the electricity thus excited was de- 
rived directly from the earth, and he attached great importance to the 
discovery as a new source of obtaining electric power ; but the effect is 
due only to the moisture of the earth acting on the zinc, and plates of 
equal size, if immersed in water, would generate an equal amount of elec- 
tricity as when buried in the ground. In practice, however, there is con- 
siderable advantage gained by employing an " earth battery," for the action 
proceeds undisturbedly, and a battery of this kind will continue at work 
for a year or longer without requiring any attention. 

Objection has been raised to Mr. Bain's clock, that as the pendulum 
is impelled by the direct action of electro-magnetism, it is liable to be 
affected by any variation in the power of the voltaic current, and such 
variations are continually taking place, even in the earth battery. The 
mode of making contact by the movable piece is also uncertain, and by 
a slight deposition of dust the connexion may be interrupted. With 
proper care, however, these clocks will continue to perform well for several 
months without touching them. 

Mr. Shepherd, whose gigantic electric clock kept time over the central 

entrance of the Great Exhibition, has effected a considerable improvement 

by rendering the movement altogether independent of variations in the 

electric power. In his clocks the vibrations of the pendulum are main- 

tamed by repeated blows of a small spring, the electro-magnetic power 
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being employed only to drav back th« spring ftfter it iuw given the blow, 
BO u to be ready bi strike &g(un when the pendulum retuma. The nga- 
laiity of the moTemeDt ii still further secured bj detaching the pendn^m 
from, the mechanism that propela the hands, which are mored forwards hj 
Mparato electro-magnets. All that the pendulum doe* is to make bm 
break contact with a voltuc battery by striking against a small spring at 
every vibration. The instant that oontaot is made, not only is tiu impel- 
ling spring drawn back by an electro-magn^ but other electro-ra^rneta 
are brought into action alternately, and by their successive altractioni 
propel the seconds-ffheel of the clock. By this orrangemeBt the isodiro- 
nous motion of the pendulum is not interfered with by any variation ia 
the power of the battery, nor by the attachment of mechanism of onv 
kind. 




Figure 96 shews Mr. Shepherd's arrangement for making and break- 
ing contact with the voltaic batteries, and bis mode of applying electro- 
magnetUm to propel the mechanism of the dock. A metallic cross-bar 
A, fixed to the upper part of the pendulum, has two projecting pins of 
platinum, that dip alternately in cups of mercury m m', as the pendulum 
vibrates. Wires are carried from each cup of meroory to a s^orate vol- 
taic battery, Mid from the batteries to the electro-magnet b, and thence 
to the pendulum of the clock. A pemutnent magnet n b is fixed to 
the top of the palette d, which is so orroOKed in respect to the ratchet- 
wheel E, that it propels it one tooth at eat^ double action. Thus, when 
the pendulum vibrates to the right, as shewn in the figure, connexion ia 
njade through the cup m with the battery cs, and the electro-magnet 
attracts tlie north pole n of the permanent magnet, and repels the south 
pole. The opposite action takes place when the current is reversed, by 
making connexion through the eup m', and the other battery is brought 
into play. In this manner the alternate movements are continued, aod 
th« ratchet^whee} ifl regulariy propelled- 

A single pend)44'» will serve to novo the hands on the dials of any 
number ^ cloflo. Sitek 49 vnagejoeai has been ip. iiQ«)i;«Jw!f&.^ v«G9»r 



188 



THE AFPLICATICUIB Or SLECnuCITT. 



time ftt an extensive warehouse in the cit;. AU the dials of a nanenraa 
series of clocks are regulated by one pendulum placed in the counting' 
house, and the wire required to communicate between the pendulum and 
the dials io different parts of the warehouse Is upwards of a quarter of a 
mile in length. When several clocks are required in one estabUshment, 
great advantage is derived b; employing electro-magnetism in this mian- 
ner, because the dials of all indicate exactly the same time ; they can ba 
constructed at considerably less cost than good ordinary clocks, and they 
ooatinue to go without the trouble of winding up. The public clocks of 
a whole town might thus be propelled, by employing a more powerful vol-. 
tuc battery, the movements of aJI being regulated by a single pendulum. 

In connexion with electric clocks may be mentioned Qxb means of 
iudicatisg exact time at different places. An arrangement of this kind 
has been recently completed between the Boyal Observatory at Qreenwich 
and the Electric Telegraph Company's office in the Strand. A large ball 
on the top of the Royal Observatory falls daUy, to indicate exact, time at 
one o'clock, and a similar ball od the top of the Telegraph Office also falls 
at the same instant ; communicatiun being made between the two places 
by an insulated telegraph wire. The metliod by which the descent of the 
ball in the Strand is efiected will be understood 
on inspection of figure 97. Let a represeot a sec- 
tion of the tube on which the large hollow ball b 
slides up and down. A jointed lever e, consisting 
of a piece of soft iron, acts as the keeper of the clec- 
tro-m^;net k, and when resting pwpendicularly, a 
projection on the other side t^ee bold of a catch 
D in the straight arm that is fixed to the ball, and 
thereby holds it in position at the top of the per- 
pendicular tube. The instant that the ball on the 
Boyal Observatory blls, it makes contact with a 
voltaic battery in connexion with the wires c z of 
the electro-magnet H, and brings that magnet into 
action ; the keeper E is attracted from the catch D, 
by which the ball is supported, and it thus falls at 
the same instant as the ball at the Observatory. 
To jH-event concusuon, by accelerated velocity 
' during the descent, a plunger attached to the rod 
/^^^ /ih II n ^^^^ supports the hall is introduced in the tube r, 

((^Sjfl ■ ^^^ ^7 compressing the air within, the fall of the 

y^^ll hall is aufBcientiy retarded. 

\ / I The arrangements at the Observatory for libe- 

I ® rating the b^ exaclJy at one o'clock were effected 

I by Mr. ^epherd in the following manner : Three 

small pairs of sivings for making contact, a, b, c, 
are fixed on the frame of the clock, so that they 
may be iw^ssed tc^ther by projecting pins e,/,g, 
on the wheels that carry the hour-hand, the minute- 
hand, and the seconds-hand respectively. The 
ng. sr. wire « connected with the voltuc battery is at- 

tached to the pair of springs c, and when they are 
presaed together. by the pins, metallic contact is made with the sprin|^. 
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fig. 98. 



bf by a connecting wire w. When 
these springs are pressed together 
by the pin on the wheel b, con- 
nexion with the battery is extended 
to the third pair of springs a, and 
on contact being made by the pin on 
the seconds-wheel c, the voltaic cir- 
cuit is completed through the three 
springs^ and the electric current 
puts in action an electro-magnet, 
which withdraws the detent that 
supports the ball on the top of the 
Boyal Observatory. 

It will be observed that to com- 
plete the circuit it is necessary that 
the three contact springs should be 
pressed together at the same time. 
As the hour-hand on the first wheel 
A, which revolves once in twenty-four hours, approaches towards one 
o'clock, it first presses together the spring d, and as that wheel moves 
slowly, contact is made for a quarter of an hour or more before the time 
required. The minute-wheel b next makes contact about half a minute 
before one o'clock, but no efiect is produced until the seconds-wheel c 
makes contact exactly at one o'clock, and at that instant the voltaic current 
passes, first to the electro-magnet on the Observatory, and thence to the 
electro-magnet which liberates the ball on the Telegraph OflSce in the 
Strand. The balls are wound up by mechanism at half-past twelve 
o'clock. It is proposed to extend similar arrangements to different parts 
of the kingdom, through the telegraph wires j so that correct Greenwich 
time may be known once every day. 

In the figure some of the wheels in the train of the clock are omitted 
to avoid con^sion ; but it is evident that by this arrangement the voltaic 
circuit can only be completed once during the revolution of the hour- 
wheel, however often contact is made with the springs connected with the 
other wheels. 



CHAPTER XXIII. 

ICISGELLANEOUS APPLICATIONS OF ELECTBICITY. 

The electric light— Electro-magnetic engines— Blasting rocks— Explosion of fire-damp 
in mines— Sounding the sea— Determining longitudes— Fire-alarms— Table-moving 
—-Harpooning — Conclusion. 

THE ELECTBIC LIGHT. 

The application of electridty to the purposes of illumination was brought 
prominently into notice about four years since, and then promised to 
become a most valuable means of lighting streets. The electric light 
proposed to be enjiployed, though introduced as a ^ew discover^^ ^-mw 
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nothing more than the previousl j well-known evolution of brilliant hfipi^ 
nous rays from charcoal points when exposed to the action pf ja ppw^rfii} 
voltaic battery. The light thus produced almost equals ii^ brilli^c^ apj 
purity that of the sun ; and if means could be found of regpilati^^ tb^ 
action, so as to ensure steadiness and certaint7> it would prtovo a i^op^ 
uselul source of illumination. 

Mr. Btait, when proposing to make the electric light avaUaU^^ {in- 
vented a voltaic battery intended to act with gr^at steadine^^ and hQ 
introduced arrangements for adjusting the charcoal points, whiph in^- 
provements it was thought would overcome the difficpltj^ but though h$ 
succeeded in maintaining the light for a short tinie, it could not be jegu- 
lated with the steadiness and certainty requisite for practical u^e. 

An ingenious contrivance by Mr. Allman was in the Qre^i £xhibitioii| 
of a self-acting adjustment of the charcoal points^ so that tb^ distance 
apart might vary in proportion to the variations in tb^ power o^thQ 
battery. We have not, however, heard of any practical implication pf this 
invention ; and we fear it has not been found to overcome the difficulty. . 

Another objection to the application of the electric light, in an ^co- 
^Diomioal point of view, is the cost of generating th<^ electric force. Ijl; 
has been ascertained by experiment that the expanse of m^mtaining the 
^quisite battery power would considerably exceed that of the <|^uantity oi 
gas that would yield an equivalent amount of light. Xhis objection^ 
^though it might prevent the electric light from coming into gener^ use. 
wopld not prevent its being applied in many cases where the question of 
cost is an inferior consideration, could the constancy pf .the light bg 
(depended on. 

The impediment to the perfection of the invention, occasioned hj th^ 
cost of exciting power, will probably be removed by tie di^coverjr of 
^ome better and cheaper means of exciting yoUsiic electricity than loj tbe 
consumption of zinc ; and in that case the electric light may become a§ 
common a source of artificial illumination as eoal-gas is at the present 
day. ^ven in the imperfect state in which the invention now remains^ th$ 
electric light might, with proper care and attention, be applied with ^eat 
^vantage to many lighthouses on the coast. 

Some recent investigations, by Professor Wartmann of Geneva, into the 
applicability of the electric light, tend indeed to shew that it" may be used 
to advantage more generally than we haye, in the existing state c^ the 
invention and in the imperfect condition df the voltaic battery, assumed 
to be practicable. 

It is asserted that the light emitted from a single pair of charcoal 
points equals that of 300 large burners; and that when a powerftd voltaic 
circuit is formed, the charcoal points may be introduced at several parts 
of the circuit, and thu3 distribute the light from several points of iUhk 
mination.* 

ELECTRO-MAGNETIC ENGINES. 

The application of electro-magnetism as a moving power is, like the 
^dectric light,. also awaiting, for pr«^oal purposes, furthpr improvements ip 
the mode of generating vjdtaic electripity. 

£l6ctror«aagnetic engines of various kinds hav^ been pop^tructeij^ ispm^ 

^ • * ThiloBophicatl Mttga^ttB) Janiuuy 1868* .^ 
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t4 wMdi haVd pf felled boaitt and worked prffiting ttubdluMM; but the 
attotttft of power obtained has been so small compared with the eost of 
the Toltaid batteiy, as to render iMoh applications of electricity piracticallj' 
ttdelesd as 6irf>sCitutde( for uteam. The most simpile of the Yarious modes 
hf Whidi eleetrb-magttetism mat be i^lied to ptop^ machinery is sheWA 
in the annexed diagram. 
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fig. 99. 

The leyer a b^ jointed dt 6, is either made of soft iron or it has bars of 
soft iron fixed on each side to serve as keepers for the electro-magnets 
£ D. The magnets dre fixed in inclined positions, as shewn in the figure, 
so that the keepers on the movable lever may rest'on the poles of each 
altemjately, as it is attracted from side to side. 

Two pairs of metal stnds e e\ h h' are connected respectively with ond 
end of the coils of the electro-magnets and with the voltaic battery that 
brings them into action. Thus, the wire of magnet d is connected with e^ 
tod a wire from the stud e' is connected with the battery. A movable 
piece of metal m slides laterally, and is shifted from side to side by thtf 
Curved piece n striking against it when the lever A B is in action. When 
that sliding piece of metal rests upon either pair of studs, it completes the 
<)ommunication with the voltaic battery through the magnet to which the 
stud is connected. 

In the position of the engine, represented in the figure, the sliding 
piece is resting against the stud connected with the electro-magnet d, 
which consequently becomes magnetic and attracts the lever. The instani 
before the keeper comes in contact with the magnet^ the connexions are 
reversed, by the curved piece n shifting the sliding metal from its contact 
with e 4 against the opposite studs ; and by t^s meaner the magnet itf 
comes into action, and the lever is atk'acted towards it. In this manner 
the lever may be kept in action for an indefinite time. The dtematingf 
movement may be converted iiito rotary motion by means of a crank, ia 
the ordinary manner* 

la some electr^Mttiagttetie eagineft rotary motion ii oottWodcMed dl^^ 
rectly to a wheels without the intervention of a orattik, Vj fisi&%^'OBQiaaB&»M^ 
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of electro-magnets in tbe drcle of rotataoa close to the peripheiy of Uw 
wheel, into which nomerouB pieces of soft iron are inlaid. Each- electro^ 
paagaet is brought into action in succession bj making, and breaking 
contact with the voltsic battery as the wheel revolves ; by this means there 
ii a coDtinuons change in the points of attraction ronnd which the wheel 
is thus made to rotate. 

One cause why so little power is obtained by electro-magnetic en^es 
of these constructions is the limited sphere of electro-m^netic attraction. 
In the arrangement of the vibrating arm, for example, the force with 
which the keeper is attracted is very feeble until it approaches close to 
the magnet, when the magnetic action must necessarily cease. With a 
view to overcome this objectiori, an arrangement baa been contrived in 
which the attractive power of a hollow coU is employed. A model engine 
of this kind was placed in the Great Exhibition. Its mode of action will 
be understood by the annexed section. Two hollow coils of covered copper 




wire A B are fixed vertically, the coils being connected together as if they 
formed tie helices of an dectro-raagnet. Inside the coils two hollow 
cylinders of soft iron it and ee are introduced. Two plungers C d, formed 
of soft iron, are mounted on a balance lever r. The ends of the coila are 
connected with the balance lever in such manner that as each end rises 
and falls alt«mately, it reverses the direction of the voltaic current through 
the coils in a manner similar to that shewn in fig. 99, and thus reverses 
the poles of maguetic attraction. In the position represented, the plunger d 
having reached the centre of the coil, where there is no magnetic action, 
the direction of the electric current ia reversed by the lever, and C is then 
attracted into the hoilow coil a. The lever is thus alternately lifted op 
aud down like the beam of a steam-engine, the two hollow coils repre- 
senting the two cylinders. 

By this means of applying the force of induced m^netism the sphere 
of attraction is very much increased, especially when permanent steel 
magnets are used as plungers, for it then extends almost to the centre ; and 
as the attractive power in one of the coils diminishes, the repelling power of 
tbe other is correspondingly increased. We have not heeu^l of any prac- 
tical application of this form -of electro-magnetic engine; but it is a new 
mode of applying the force of efectKxnagnetiBm, which promiaea to be 
attended .with favourable resulto- 
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BLASTING BOCKS. 11^1 

In the Reports of the Juries of the Great Exhibition an electro-mag- 
netic engine, invented by Mr. Hjorth of Denmark, is highly spoken of. 
It operates on the same principle as the engine we have just noticed. It 
consists of two sets of hollow horse-shoe electric magnets, conical inside, 
with a corresponding number of solid electro-magnets, which by mutually 
attracting each other, make a double stroke of four inches in length. The 
power has been found, by means of a spring-balance, to be about thirty 
pounds at the commencement of the stroke when the distance of the re- 
spective poles is about half an inch, decreasing slightly by degrees as the 
piston enters into the hollow electric magnet.* The Jury state, ** we can- 
not help flattering ourselves that the attainment of this mysterious motive 
force will soon he followed by the making it available for practical pur- 
poses." 

BLASTING ROCKS. 

When a voltaic cuirent is transmitted through a thick wire, it is con- 
ducted so freely that there is no sensible increase of heat. But if a very 
thin wire be interposed in the circuit, the resistance thus ofiered to the 
electric current causes the evolution of heat sufficient to make the wire 
red-hot. This heating property of the voltaic current has been rendered 
available in blasting rocks. Thick wires from a voltaic batfcery containing 
a series of plates of not less than four inches square are laid down to the 
spot where the explosion is to take place, and at that point the circuit of 
thick wire is broken, and a short length of very fine platinum wire is in- 
troduced. The fine wire is usually inserted in a cartridge of gunpowder, 
and il is covered over by the powder to be exploded. When every thing 
is properly arranged and all persons have retired to safe distances, the 
thick wires are connected with the two poles of the battery, and the pow- 
der is instantly ignited. 

This plan of blasting rocks is more effectual and more free from danger 
than the ordinary method of igniting the powder by a fuse, for it some- 
times happens that the lighted fuse communicates with the powder before 
the time calculated ; occasionally also it hangs fire, and the men, supposing 
it to be extinguished, approach the mine and are killed by the unexpected 
explosion. 

The application of voltaic electricity to the purposes of igniting large 
charges of powder was first successfully made by Col. Pasley in blowing 
up the wreck of the Royal George, and it has since been generally em- 
ployed for submarine explosions. The most remarkable instance of this 
application of electricity was the removal of an immense mass of the 
Round Down Cliff at Dover, on the 26th of January, 1843. The cliff was 
375 feet above high-water mark ; and as a projection of it prevented a di- 
rect line of the South-Eastern Railway being taken to the mouth of the 
Shakespeare tunnel, it was resolved to remove the obstruction by blasting. 
Three different galleries and three shafts connected with them were exca- 
vated in the chalk rock. The length of the galleries was about 300 feet, 
and at the bottom of each shaft was a chamber eleven feet long, five feet 
high, and four feet six inches wide. In these chambers 18,000 pounds of 
gunpowder were placed in bags, with the mouths open and loose powder 
scattered over them. The distance of the charges from the face of the 

* Reports of the Juries, class x. p. 283, 



192 THE APPLIOATIOire OF SLECTRICITY. 

cliff was about seyentj feet. At the back of the cliff a wooden shed was 
constructed in which three roltaic batteries were arranged. Eadi combined 
battery consisted of eighteen of Daniell's cells and two common batteries 
of twenty pairs of plates each. To these batteries were oonnected thick 
wires, covered with cord to insulate them from the ground. The wires 
were laid upon the grass to the top of the cliff, and then falling orer it 
were carried to the eastern, the central, and the western chambers. The 
wires were each 1000 feet long, and it was ascertained by experiment tiiat 
the electric current was sufficient to heat the interposed length of platina 
wire at a distance of 2300 feet. The powder was diyided into three 
charges, each one being exploded separately by a distinct circuit, it being 
arranged that at the instant the central charge WM fired, the voltaic cur- 
rent should also be transmitted through the two other circuits. Flags 
were fixed at various points on the cliffit to warn people not to approach, 
and on the top of the Bound Down Cliff a larger flag was planted, towards 
which all eyes were directed as the time appointed for the e:iplosion ap- 
ptoaohed. <'At twenty-six minutes past two o'clock/' ais reported in 
the Times of the following day, "a low, &mt, indistinct, indescribable, 
tnoaning subterranean rumble was heard, and immediately afterwards the 
bottom of the cliff began to belly out, And then, almost simultaneously, 
about 500 feet in breadth of the summit began gradually but rapidly to 
sink. There was no roaring explosion, no bursting out of fire, no violent 
and crashing splitting of rocks, and, comparatively speaking, very little 
amoke ; for a proceeding of mighty and irrepressible force, it had little or 
Nothing of the appearance of force. The rock seemed as if it had ex^ 
ohanged its solid for a fluid nature, for it glided like a stream into the sea, 
which was at the distance of 100 yards, perhaps more, from its base." 
The top of the Bound Down Cliff did not fall down on to the beach as 
might have been expected, but it descended almost perpendicularly, retain- 
ing its former distinctive character at a lower level than the surrounding 
cliffs which it before overtopped, as represented in the accompanying 
engraving. By this blast one million tons of chalk were removed, which 
Would have otherwise required twelve months' labour to cut away. 

EXPLOSION OF FIRE-DAMP IK MINES. 

The same arrangement that is adopted for blasting rocks might be 
applied, with great effect, to diminish the loss of life occasioned by explo- 
sions of carburetted hydrogen gas in coal-mines. It is the practice iii 
Itnany nlines that are considered to be " fiery," for a inan to descend every 
morning, before the miners go to work, to ascertain whether the passages 
are in a safe condition. The duty of the "viewer" Is to proceed to all the 
dangerous parts with a safety-lamp, and if he finds ftota. the indications of 
the flame within the wire gauze that the atmosphere is inflammable, the 
miners are not allowed to descend until additional means have been taken 
to ventilate the mine. This duty is sometimes very negligently performed, 
and in the case of a fatal explosion which occurred last irummer, several of 
the miners accompanied the viewer with unprotected candles, and most of 
them were killed. 

The trouble and loss of time of thi? precautil^litfry ^laniination and its 

accompanying danger might, the author conceives, be saved, by igniting 

Jucifer-matches, or other oombustiVAeA, \yj ^oU«i<^ eilectricity in various 
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parte of the miDe. ■ This miglit readily be done at a ray tnHiag oott. A 
thick inaulated wire fiKed to the aide of tho iliafl from tlie mouth of the 
|iit to tlie Eutlie«t part of the worltiogx, aud there attached to a copper 
plate imnierwd in a pool of water, would «orve to oonduct the ourrsnt of 
«l«otrieity, and the return ourreut might be completed by a limtlar plat* 
Xtt luctal buried a few feet deep in ihe molit earth near to tiie battety at 
the pit'i mouth. By intorceiiting the thick wire otrimit in thoa* parti 
UHuolly moHt dangerouf, and intrcKlucing a ihort piece of very fine platiod 
wire, heat auffitneut would be evolved at thoie puitita, when the drcuil wm 
completed through the battery, to ignite lucifer-matchea laid upon the fine 
wtrei orer night, Uy thia meana the condition of the mine oould be at- 
Mftained in an injitaot, without jienoual eaamination. 

There would of oourae be objectiona raiaed to anv plaa to difiarant 
^m the luual routiue, but in the opinion of the autliur it preaenti an 
ea«y, wfe, and practicable mode of testiug the aafety of coalrminea, whioh 
it would be adviaable, at all eveuta, to try. 
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In aounding the tea by "the lead" at great dcptlu, /£" 
it ii difBcult to aaoertaiu exactly when the weight utrike* 
tha ground. An ingenioux eoutrivance liat been iti- 
vented by lit, Ikun fur removing the difficulty by em- 
ploying electrical agency, We are not aware that the 
luroutiuu liaa yet beeu brought into uae ; but it may be 
desiruble t^i expkiu the modta optramU m an illuntratiou 
of one of the many different waya in which electricity .. J 
may he applied. k j 

In fig. 101, A repreaenta a metal apring-book, the f] 
curved end of which a preaaea agunat uie i>r^ection z, [ 
when the two jwiuta are not kept apart by tht weight of 
the lead, aa they are repreaented to be in the woodcut. 
T)ie end c ia inaulated from the other {utrt of tho hook 
by tlie piece of wood d. A wire g, connected with the 
end c, proceeda from one of the ooila of an eleatro-mag- 
net on tiie deck of tho ahip ; the wire/proceeda from a 
voltaic battery to which the other end of the ooU of the 
alectru-magnet if attached. Ity thia arrangement it will 
be perceived that when the pointa • and a come In eon- 
tact, the aleotro-magnet will beoume aotiTa; and the 
keeper, an it ia attracted, may atrike a bell, or give notice 
in any other ODnvenient way. Thut would take place aa 
aoon aa the lead touched the ground, for ita weight would 
then oeaae to operate agaiuit the action of the apriug in 
keeping tii» two esda apart ; aud by thia meamt tho iu- 
■tant that the bottom Wm reaobad would be made known. 

For the aaka Mfihaw J Bg the action more clearly ttie 
two wirea are repnemted in tlie figure aa entirely aepa- 
rated ; but they mlg^t bt both twiatcd together round 
the plumb-line, if oar* be taken to InauUte them from 
«ach other b;' a oeraring of eotton wall varaiahsd. 
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VSTEBMISTSa LOHQITUBES, 

Instantaneous communication fi*om place to place, hy meana of elec- 
tricity, has been applied to determine the longitude. This was first done 
in America at great distances apart, and recently in this country; FrofeMot 
Challis, of Cambridge observatory, having in Uay last undertaken a series 
of experiments, in connexion with the Boyal Observatory at Greenwich, 
for that purpose. The principle on which this application of electric force 
depends is very simple. A telegraphic wire was connected with the ob- 
servatory at each place, and the instant that the seconds-hand of tlie c!ock 
at Qreenwich indicated a given time, a signal was transmitted tbrongh the 
telegraph-wire, and the Cambridge time was directly noted. The difference 
between the two affords the means of determining the longitude with great 
exactness, by shewing how much sooner the smi comes to the meridian at 
Cambridge than at Greenwich. 

FIBE ALAKItS. 

Electro-magnetism has been ingeniously applied to sound an alarum 
in ease of fire. The action of the instrument depends on the well-known 
expansion of mercury by heat. The mercury is contained in a glass bulb 
dmilar to the bulb of a thermometer ; and when heated it rises up the 
tube and touches a wire which is connected with a voltaic battery, and 
instantly brings into action an electro-magnet. A detent is then withdrawn 
from a piece of clock-mechanism, and an alarm is thus sounded whenever 
the room in which the thermometer-instrument is placed becomes heated 
a few degrees above the ordinary temperature. 

In the accompanying figure a represents the glass bulb ; b c are two 
short tubes communicating with it, into 
which wires are introduced. The bulb 
is filled with mercury,' and placed in a 
vertical position, so that when it is ex- 
panded by heat it will rise up in the 
tube and touch the wire. The wire at 
the bottom is connected with the elec- 
tro-magnet, and that at the top with 
the voltaic battery ; and in this manner 
the circuit is completed as soon as the 
mercury becomes sufficiently expanded 
to rise as high as the wire c. 

A thermo-electric alarm might at 
very trifling cost be placed in every 
room of a house, one voltaic battery 
and one loud alarum being sufficient tor 
all. In hotels, and in all large esta- 
blishments, an apparatus of this kind 
would prove a great safeguard, as it would be the means of giving warn- 
ing of danger before any indication of fire was otherwise perceptible, 

TABLB-KOTINO. 

As the alleged phenomena of table-moving, which at present attract 
much attention, have been generaUy eltrihuted to dectricftl -agency, it 
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might be considered an omission in this work if the subject were not no- 
ticed. We have no hesitation in asserting, that it is absolutely impossible 
such effects could be produced by the known properties of electricity* 
Even admitting — which we are far from being inclined to do—that eleo* 
tricity can be excited by the imposition of hands, and that it could be so 
excited with unlimited abundance, no acccumulation of electrical force 
could operate in such a manner on a solid table placed upon the floor. 

Let us consider for a moment the physical circumstances necessary to 
produce the simplest of the movements stated to occur. To raise a table 
on one side a few inches from the ground by electrical attraction would, 
in the first place, require a greater amount of electric force than was ever 
generated by the most powerful artificial means. Such a concentration 
of electricity could not fail to exhibit itself by the emission of sparks, by 
the attraction of all surrounding movable objects, and by the repulsion of 
any light bodies placed upon the table. No such effects are represented 
to be exhibited ; and we are told that tables move without any previous 
manifestation of the ordinary phenomena of ftectrical attraction. It is 
also irreconcilable with all the known actions of static electricity, to sup- 
pose that it could be accumulated in quantity and intensity on such an 
imperfect insulator as a carpet. Even if that were possible, the attrac- 
tion of the floor, as the nearer object, would greatly surpass that of the 
ceiling, and would therefore hold the table more firmly to the ground, in- 
stead of lifting it up. 

If, again, voltaic electricity be the assumed agent, the difficulties are 
no less insurmountable. Attractive power in that case could only be ob- 
tained by inducing magnetism. We must suppose, therefore, the exist- 
ence of some undiscovered property, which can impart an unknown kind 
of magnetism to wood, that is capable of attracting other similar bodies. 
But even admitting all this, a cause would still be wanting to account for 
the magnetised table being attracted to the more distant ceiling instead 
of to the floor. 

We have only considered the causes necessary to account for the mere 
raising of a table on one side ; and if the known properties of electricity 
are unable to produce that simple effect, they would be still less adequate 
to cause movements at the will of the operators, which, even though en- 
dowed with vitality and intelligence, a rigid table could not accomplish 
without assistance. 

In addition to those inventions we have described, there are numerous 
other applications of electricity ; some of which, however, are of little 
practical utility, and in other cases the practicability of the applications of 
the force is too questionable to render it requisite to give special descrip- 
tions. Among the variety of objects to which electricity has been applied 
may be mentioned a means of measuring the velocity of cannon-balls, and 
of other rapidly moving bodies ; a mode of performing on musical in- 
struments ; the detection of the frauds of omnibus-conductors ; and a 
plan for catching whales. The last-named invention we have only recently 
seen noticed, and if feasible, it will certainly afford great advantage to the 
arctic fishermen. The harpoon is connected by a wire to a voltaic battery, 
and the instant it strikes a whale it is to communicate a stunning shock 
that will render the creature powerless. 
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tt \A impossible to conceiTe limits to the e^rlent to i^hich eledsid force 
maj be applied bj the ingenuity of man al progress continues to be made 
in the science, and especiallj when more facile methods of generating elec- 
tricity are discovered. Its importance as a means of transmitting intel- 
ligence is becoming daily more appreciated ; and when l^e electric tele- 
graph has received the improvements of which it is already capable, it 
will become a general means of correspondence. The other object to 
irhich we look forward at present as most likely to effect important eb^iges 
in the social condition of mankind is, the application of electricity as a 
Inoving power. The practical part of the science is not yet sufficiently 
iidvanced to enable us to expect an early approach of this event ; but We 
feel assured that not many years will have passed before means will be 
found of employing electric force with great advantage for that purpose ; 
and when that time arrives, changes will be effected in the means and 
facilities of locomotion, as great as any that have been introduced by the 
power of steam. 
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batteries used by, 105. 

Electric time-ball, 186. 

Electrical attraction, phenomena of, 48. 
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Electrical machine invented, 11. 
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Electricitj, excitement of^ by chemical ac- 
tion, 95. 

effluent steam, 46, 92. 

evaporation, 191. 

friction, 2, 47, 98. 

heat, 40, 144. 

magnetism, 39. 

— nature of unknown, 99. 

■ two kinds of, 61. 

Electro-chemical decomposition, action of, 
41. 

definite, 126. 
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Electro-magnets, 133. 

their limited spheres of attraction, 

136. 

how to make, 162. 

Electro-magnetic engines, 188. 

Electro -magnetism, its discovery, 36. 

- — instantaneous communication of, 136. 

Electrometer, 56. 

, Coulomb's, 67. 

Electrometers, how to make, 160. 

Electrophorus, 27, 55, 150. 

Electro-plating, 180. 

Electrotype, discovery of, 44, 176. 

process, 176. 
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• 

Falling stars, 91. 

Faraday *s discovery of magneto-electricity, 

39. 
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experiments with high-pressure steam, 

92. 

• new terms, 41. 

Fire-alarms, 194. 

Fire-damp in mines, explosion of, 192. 

Franklin^s, an unpublished letter of, 89. 

kite experiment, 22. 

suggestions for drawing lightning from 

the clouds, 21. 

' theory of the Leyden jar, 18, 73. 

Franklinian theory of electricity, 68. 
Friction, excitement of electricity by, 2, 

47, 93. 

Galvani's experiments, 27. 
Galvanometer, invention of, 38. 
— construction of, 130,162. 
Gilbert's discoveries, 10, 
Glass, excitement of electricity by, 48, 60. 
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Graphite, used for voltaic batteries, 99, 1 06. 
Grey's discovery of conductors and non- 
conductors, 12. 
Grove's battery, 107. 
Guericke, Otto, his discoveries, 11. 
Gutta-percha electrical machines, 63, 
G/mnotuSf 146. 



Henley *s magneto-electric telegraph, 166. 
Human body, electricity of the, 148. 
Hydrogen gas, evolution of, in voltaic bat- 
teries, 96. 

Induced currents, 119. 
Induction, electrical^ 64, 67. 
Inductive capacity, 67. 
Inflammation by the electric spark, 67. 
Insulation of telegraph wires, 156. ^ 
Intensity, cause of increase by voltaic bat- 
teries, 102. 
Intensity of frictional electricity, 67» 

Jacobi*s discovery of electro-metalluigy, 

175. 
Jordan^s electrotype experiments, 176. 

Lane^ discharger, 77. 
Lateral discharge, 76, 87. 
Lesarge's electric telegraph, 163. 
Leslie's quadrant electrometer, 77. 
Leyden phial, discovery of, 14. 
— — jar, phenomena of, 71. 

theory of, 73. 
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— '—~' — how to make, 160. 
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Lightning drawn from the clouds, 21. 
Local action in voltaic batteries, 102. 
Lomond's electric telegraph, 160. 
Loss of electricity in mixed telegraphic 
circuits, 167. 

Magnets, permanent, their spheres of at- 
traction, 134. 
Magnetic needles, deflections of, 128. 

properties of voltaic current, 128* 

Magnetising power of electricity, 82. 
Magneto-electricity, 39, 140. 
Magneto- electric machine, 141. 
Medical coil machine, 138. 
Metals, their relative voltaic powers, 98. 
Muschenbroeck's experiments, 14. 

Needle telegraph, 164. 

Nervous influence, its connexion with 

electricity, 114, 148. 
New terms, Faraday's, 41, 110. 

GSrsted's discovery of electro-magnet- 
ism, 36. 
Ohm's formula of resistance, 101. 

Phtsiological effects of electricity, 114. 
Pistol, electrical, 67. 

Points, influence of, 64. . . 

Poles of a voltaic battery, 110. 
Porous cells, 106, 108. 
Priestley's statement of electrical theoriei^ 
68. 
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Quantity of electricity in bodies, 126. 

Bapiditt of voltaic action. 111. 

Recording telegraph instruments, 167. 

Reizen's electric telegraph, 160. 

Repulsion, the action of, explained, 57. 

Residual charge, 75. 

Resinous electricity, 52. 

Resistance essential to electrical action, 

79,96,117. 
Resistance of long wire circuits, 156. 
Resisting media, electrical discharge 

through, 69, 
Reversing currents, 165. 
Richmann, Professor, killed by lightning, 

21. 
Ronalds's electric telegraph, 161. 
Rotation of magnets, 139. 

Schilling's electric telegraph, 162. 

Sealing-wax emitted from points, 64. 

Secrecy of telegraphic correspondence, 1 74. 

Seesbeck's discovery of thermo-electricity, 
40. 

Secondary currents, 117. 

Sheet-lightning, 90. 

Shepherd's electric clock, 184. 

Signal telegraph instruments, 160. 

Soemmering's electric telegraph, 160. 

Sounding the sea, 193. 

Spark, electric, colours of, 70. 

instantaneous duration of, 81. 

Spencer's electrotype experiments, 175. 

Spiral coils, effect of, 118. 

Static and current electricity, 47. 

Static electricity confined to exterior sur- 
faces, 66. 

Steinheirs electric telegraph, 162. 

Submarine telegraph wires, 158. 

Submarine telegraphs, new system of; 159. 

Surfaces, influence of, on electrical in- 
tensity, 67. 

TABLE-moving, 194. 

Tangential direction of deflectingforce, 138. 

Telegraph, electric. Bain's, 169. 

Breguet's, 166. 

copying, the, 170. 

Cooke and Wheatstone^ 163. 

Lesarge's, 153. 

Lomond's, 160. 

Morse's, 167. 

Reizen's, 160. 

Ronalds's, 161. 

Soemmering's, 161. 

Schilling's, 162. 

Steinheil's, 162. 

Alexander's, 163. 

Davy's, 163. 

Henley's, 166. 

Telegraphs, electric, rejected by Govern- 
ment) 162. 



Telegraph-lines, mode of constructing, 158. 
Telegraph-wires in India, 158. 
Telegraphic communication with America. 

suggested, 159. 

signals, 163, 165, 168. 

Theories of two electricities, 58. 
Thermo-electricity, its discovery, 40. 
Thermo-electric batteries, 145. 
Thermo-electrics, list of, 144. 
Thunder, cause of, 91. 
Thunder-cloud, condition of electricity in, 

86. 

observations of, 83. 

phenomena of, 84. 

Thunder-house, 80. 

Thunder-storms, safest place during, 88. 

Torpedo, 145. 

Transmission of telegraphic messages, rates 

of, 166, 169, 174. 

Universal discharger, 77. 
Ure's galvanic experiments on a dead 
body, 114. 

Vitreous electricity, 52. 
Volta's discoveries, 29. 
Voltaic action, its rapidity, 111. 

controlling force of, 125. 

conditions necessary for, 100. 

Voltaic battery, heating effects of, 112. 

theories of, 31 . 

its decomposing agency, 32. 

Babington's, 104. 

Cruikshank's, 104. 

Danieirs, 43, 106. 

Grove's, 107. 

Smee's, 107. 

Wollaston's, 105. 

positive and negative poles of, 110. 

Voltaic batteries, action of, explained, 102. 

how to make, 151. 

Voltaic electricity conducted by moist 

air, 157. 

identical with fnctional, 109. 

its low intensity, 112. 

Voltaic pile, 97, 

Voltameter, 127. 

Von Kleist's experiments on accumulated 

electricity, 15. 

Wall's suggestions respecting lightning, 

Water, decomposition of, 82, 121. 

excitement of electricity by, 93. 

Water-battery, Crosse's, 115. 

Daniell's, 115. 

Water-batteries, cause of their intensity, 
116. 

Zinc, action of acidulated water on, 95. 
— — voltaic electricity excited by, definite 

in quantity, 108. 
Zinc plates, amalgamation of, 102. 
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NOTICE. 

Webster's Dictioiiaxy of the English Language, royal 8vo, olofh. isa. The 

Trade is respectfully informed that ** Webster^s Diciionart op the English 
Language,'' royal 8vo, can only be obtained of the present Proprietors, Messrs. 
Ingram, Cooke, and Co., no other English House having any interest whatever in 
this property. It becomes necessary to state this fact, as an erroneous opinion is 
prevalent that " Worcester's Dictionary,'* which is avowedly a mere compilation 
from the materials of Webster (see Title of Worcester), is the book announced as 
published at 227 Strand. 



The niustrated London Archit^ctaral, Engineering^ and Me- 
chanical Drawing Book. By R. S. Burn, with numerous Engravings. Demy Svo, 
cloth, 28, 

Electric Science ; its History, Phenomena, and Applications. 

By F. Bakewell, Esq., Author of " Evidences of Christianity," &c. Copiously 
illustrated. Demy 8vo, cloth, 28, 

The niustrated London Astronomy, for the use of Schools and Stu- 
dents. By J. R. Hind, F.R.S., (of Mr. Bishop's Observatory Regent's Park,) 
with numerous Illustrative Drawing^ and Diagrams, 28, 

The Elements of Natnral Philosophy (double volume). By Jabbz 

Hogg, M.R.C.S., Author of the '' Medical Guide,'* 4«. 

The lUnstrated Practical Geometry, Second Edition. By Robert 

ScoTT Burn. Demy 8vo, cloth, 28. 

Tint Lessons in Arithmetic, on a new plan. By Hugo Reid, late 

Principal of the People's College, Nottingham, and Author of numerous Educational 
Works. Demy 8vo, cloth, 2s, 

Mechanics and Mechanism. By Robert Scott Burn. With about 250 
lUustrations. Demy 8to, cloth, 2s, 
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The niuBtrated London Geography* By Joseph Gut, Jan., of Mag- 
dalen Hall, Oxford, Author of numerous popular Educational Works. Demy 8vo, 
with about One Hundred Eogravings of Cities, Costumes, and Wonders of the 
World, &c. The drawings are made with great care from truthful sources— a desi- 
deratum so necessary in an elementary Geography. Nine Mapft have been engraved 
by a patent process expressly for this work, and are corrected to the present period. 
Cloth, 28, ; ditto, plates and maps coloured, 3s, 

The lUnBtrated laOndon Drawing-Book* Comprising a complete in- 
troduction to Drawing and Perspective ; with Instructions for Etching on Copper 
or Steel, &c. &c. Illustrated with above Three Hundred Subjects for Study in 
every branch of Art By Robert Soott Burn. Demy 8vo, cloth, 2«. 

One Hundred and Sixtieth Thowand. 

The ninitrated London Spelling-Book. U4 pages, cloth, U. Ditto, 

ditto, with coloured Plates, 28, 

Forty^Fknt Thousand, {New Edition,) 

nie ninitrated London Reading-Book, illustrated with above Two 

Hundred and Fifty Engravings. Cloth, 2«. 

Thirty-First Thousand. 

The ZUnstrated London Instructor; being a Companion to the Beading- 
Book. With One Hundred and Twenty fine Engravings. Cloth, 2s. 

John Bamett's New Edition of Wade's Hbuidbook to the 

PIANOFORTE ; comprising an easy rudimental introduction to the study of that 
Instrument, and Music in general ; the Art of Fingering according to the modes of 
the best Masters, exemplified in various Exercises, Scales, &c., in all the Major and 
Minor Keys; and interspersed by Relaxations from Study, consisting of Popular 
Melodies and Romances, and Selections from the Pianoforte Compositions of the 
most celebrated Masters: also a short and easy Introduction to Harmony or 
Counterpoint ; and a new Vocabulary of Terms. Demy 4to, neatly bound in cloth, 
with Engravings and Diagrams. Price 6s. 

Now ready 9 a new and most elegant Edition of 

The ninstrated New Testament (Authorised Version) ; with upwards of 
One Hundred and Twenty Engravings. Beautifully bound in cloth, embossed and 
gilt sides, gilt edges. The Illustrations are from Drawings executed by eminent 
Artists expressly for this Edition : with Notes Historical, Explanatory, and De- 
scriptive, and embellished by a novel Panoramic Picture of the Holt Land, and 
a View of Lower Egtpt. 4to, cloth, gilt, bs. • 
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